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SETTING: 


PERFORMANCE: 


BOB JONES UNIVERSITY 


SOUTH CAROLINA 


GREENVILLE, 


“World’s Most Unusual University” 


Approximately 3,000 students and a con- 


secrated Christian faculty. 


One of America’s loveliest and most mod- 
ern university campuses. In addition to 
dormitories, dining common, auditorium, 
library, student center, etc., Bob Jones 
University facilities include radio station 
WMUU, studios and sound stage of UN- 
USUAL FILMS, Biblical museum, and gal- 


lery of great religious art. 


Training young men and women 
for clear-cut Christian living and 
Gospel testimony and ministry. 


MUSIC, SPEECH, AND ART WITHOUT ADDITIONAL COST 
ABOVE REGULAR ACADEMIC TUITION. ACADEMY AND 
JUNIOR HIGH SCHOOL IN CONNECTION. 
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SEMINA! 


In This Issue 

In a sense at least ‘this January issue is 
another milestone for you and us. We 
send it out with a feeling of thankful- 
ness that we can begin another year of 
fellowship together through these pages. 
May 1952 be a year of blessing and serv- 
ice in your Christian life. 


» As in the past, this January issue is 
dedicated to our pastor readers. Of par- 
ticular interest to them in this annual 
Preacher’s Number is Dr. Wilbur M. 
Smith’s new supplement, “In the Study,” 
beginning this month on page 319. Lay- 
men also will want to acquaint them- 
selves with this new portion of Moopy 
MONTHLY. For many, the variety and 
scope of material to be presented each 
month will make it an invaluable source 
of Bible information. 


>» Several articles this month will also 
have special appeal for pastors. We rec- 
ommend Donald E. Hoke’s “Orthodoxy Is 
Not Enough,” a discussion of a problem 
which is on the heart of many Christian 
leaders. Pastor readers will also want to 
turn to “The Fire and the Hearth,” 
Charles R. Bartels’ graphic report of how 
family altars have helped to change his 
church. 


» Readers should note particularly the 
new series of doctrinal articles on “The 
Teaching Ministry of the Church,” be- 
ginning in this issue. The work of Dr. 
Everett F. Harrison of Fuller Theological 
Seminary, this opening article and the 
three to come will stimulate and clarify 
your thinking. 


>» Finally, we cannot close this month 
without a word concerning “The War 
That Didn’t Happen,” one of the most 
unusual pieces of writing to appear in 
these pages for some months. It is an 
article you'll want to read and pass on 
to yeur friends. 





THIS MONTH'S COVER 


te WINTER'S GLORY—This month's brisk 
cover photograph was snapped along the 
snow-lined walks of the University of Colorado 
campus. Such scenes this January should re- 
mind us all of the thoughtfulness of our loving 
God who clothes each season with its own 
breath-taking beauty. 
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MAKE A DATE 


With a NEW EXCITING 
SPIRITUAL 
EXPERIENCE! 





INTRODUCE 


The SERVICE HYMMNAL 
TO YOUR CHURCH! 


Romance develops through introduction ard 
ripens with acquaintance. You will never know 
the satisfaction and blessing of “the best hymnal 
for any church” until you have seen and examined 
2 copy of THE SERVICE HYMNAL. 


Send for free sample copy today and arrange 
a date with your music committee to see and 
examine its musical completeness and spiritual 
power. Our famous FREE Offer makes this easy. 


Strengthens Your Ministry 


Arouses interest, stirs up zeal, adds new members, 
increases tithings and benevolences and builds up 
your work all along the line. 


The many features of The Service Hymnal com- 
bine to satisfy choir, congregation and Sunday 
School. The beautiful waterproof cloth binding, 
lacquered to keep gold stamping bright, makes it 
a joy to hold. Musical end papers with Doxology, 
the Lord’s Prayer, etc., are attractive and practical. 
The inside pages, firmly bound and clearly printed 
with words between the -lines of music, invite 
free and hearty singing such as opens hearts to 
a fuller acceptance of the Gospel. 


Attract New Members This Sure Easy Way 


Let our “Finance Plans” folder help you get new hymnals at no budget cost. Arrange a Hymnal 
Dedication Sunday with special sermon and extra musical numbers. Invite the community through 
publicity, radio announcements, hand bills, or block-canvass calls. You will be amazed at the 
interest, the enthusiasm and added members which clean, appealing new copies of The Service 
Hymnal well publicized will attract and hold by virtue of its musical richness and spiritual reach. 


MAIL COUPON BELOW TODAY! 


© 510 Musical Numbers in "'The Service 
Hymnal" . . . Old and New Hymns. 


67 Scripture Readings for every Sun- 
day, every Season, and Special Days. 


117 Descant Arrangements .. . First 
American Hymnal with rich selection. 


& Complete Indexes . . . Topics, 
Tunes, Titles, Authors, Etc. 


Quality-Plus binding, Waterproof, 
Vermin-proof and Tarnish-proof. 


Optional Colors . - Grained 
“Grade A" cloth, Brown or Maroon. 


Large hymnal-size pages, over-all 
534” x 8Y2”, 


First Classified Hymnal to be com- 
pletely Orchestrated. 


© Low Price Saves You Money! 








YES, our church will surely wont the hymnal widely known as ‘‘the best hymnal 
for any church’ and gladly take advantage of your famous free offer of sample 
copy of The Service Hymnal and ‘‘Finance Pians'’ folder without obligation. The 
following information is freely given and the book will be considered by our church. 


1! am ( ) Pastor, { ) Superintendent, or. 





Church; Denom 








Our total bership. We expect to buy new hymnals (Date) 








Our Pastor is. 
Nome and address 





Our Sunday School Supt 





Nome and address 


Oe fan Oe oe ne a 


My nome and address. 


HOPE PUBLISHING COMPANY 


5727-A2 WEST LAKE STREET CHICAGO 44, ILLINOIS 





298 











MRS. WILLARD ALDRICH 


Are You Read y? 


wn the quiet of the evening the voice of 
I the twelve-year-old was clear and 
steady. He spoke slowly as he prayed, 
feeling for the words as he went along, 
wanting to be sure that the desire of his 
heart was clearly expressed. 

The other children sat with folded 
hands and bowed heads. The unaccus- 
tomed quiet seemed in strange contrast 
to the vigorous surge of life customary 
in the household of nine children. But 
for this moment, under the watchful eyes 
of their parents, they were quiet. 

“Dear Lord,” he began and the affec- 
tion of his heart was in the momentary 
huskiness of his voice; “dear Lord, if 
there’s some work I can do for You when 
I’m grown up, I want to do it.” 

(So many places of service—only the 
Lord would know which one, but surely 
there is one place reserved for him—for 
anyone who will serve the Lord out of 
a heart of love.) 

“.-.. And Lord, I know I’m not ready, 
and I need to get ready.” 

(We are conscious of our lack and of 
our need.) 

“... But I can’t get myself ready.” 

(Nor can any one of us! We stand 
helpless in the face of our inability and 
it does no good to tug away at our boot- 
straps.) 

“|. . So everyday will You be getting 
me ready to be what You want me to be?” 

(And it is a day-by-day process, this 
being in readiness for a day-by-day work 
for the One we love and serve. “Our 
sufficiency is of God.”) 

Could our prayer for 1952 be any better 
expressed than in Jon’s prayer: 

“Dear Lord, if there’s some work I 
can do for You in 1952, I want to do it. 
And Lord, I know I’m not ready, and I 
need to get ready. But I can’t get myself 
ready. And so every day will You be 
getting me ready to be what You want me 
to be?” 

It is well to remember that “what we 
are to Him in the matter of relationship, 
determines what we can do for Him.” 


Are you ready for 1952? 


This monthly feature appears simultaneously in 
Moopy Montuty and The Doorstep Evangel, which 
is published by Dr. Willard M. Aldrich, Box 1, 
Vancouver, Wash. 


Moody Monthly 





Our Moody Readers 


Unkind to Methodists? 

I’ve enjoyed the Moopy MONTHLY up to 
the November issue. I am opposed to tak- 
ing potshots at the Methodists in your 
editorial, “Modernists Outmoderned” (No- 
vember). The article is OK., but 
mentioning another denomination and 
creating frictjon isn’t a very kind idea or 
Christian at that—Emerson G. Higgins, 
Seaford, Del. 


Should be Widely Read 

The editorial . . . should have a wide 
circulation, especially the part showing 
the drift of the Methodist Church. When 
the foundation is destroyed, what can the 
righteous do?—Mrs. Lela O. VanZee, 
Temple City, Calif. 


Thanks from a Methodist 

I am a Methodist layman and am writ- 
ing to thank you for your fine editorial, 
“Modernists Outmoderned.” I have been 
fighting modernism in our church for 
years. The great pity is that the laymen 
of the church have been ignorant and in- 
different, though the “Pink fringe” exposé 
in Reader’s Digest has created a salutary 
stir among them and some are getting 
into the fight. Modernists are taking over 
our church and making great strides in 
the Baptist and Presbyterian Churches. 
Please continue to help the churches by 
exposing this horrible thing, modernism. 
—Dr. Walter A. White, Atlanta, Ga. 


Problem of Leadership 

I was very much interested in your edi- 
torial, ‘“Modernists Outmoderned.” Since 
the laymen of the churches look up to 
the leaders of the denominations and in 
the main accept their viewpoint and in- 
terpretation of spiritual and scriptural 
matters, what can be done about it?— 
Mrs. Peter Carlson, Twin Falls, Idaho. 


Also Slipping 

“Modernists Outmoderned” in your No- 
vember editorials reminds me of a reprint 
of one of John Wesley’s messages. Cer- 
tainly the Methodist Church by and 
large today is not preaching the message 
Wesley preached. 
. In my own denomination .. . we are 
slipping. While we issue certain funda- 
mental statements for the press, we do 
not as a denomination preach the pure 
simple gospel as we tell the world we do. 
We are fast approaching a Romanist at- 
titude in that we think we have a monop- 
oly on truth and that others are “off 
brand.”—Ralph W. Gilbert, Jackson, Miss. 








SOW. THE SEED 
3g: IN RURAL AREAS 


... and reap a harvest of souls 


Use THE BOXHOLDER 


-* An appealing 4-page Gospel leaflet 
*” for sural distribution. © Powerful 
messages. * Pungent illustrations. 
* Pointed appeals. Imprint with your 
name and announcement. Sample and 
prices on request—Send stamp. 


Order from WILLARD M. ALDRICH, Th.D., Editor 


mw P.O. BOX 1 ° VANCOUVER, WASHINGTON 
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camisTin THINS WILBUR M. SMITH 






getee 
4 DR. SMITH, professor of English Bible at Fuller 
Theological Seminary, is editor of Peloubet’s 

Select Notes on the International Sunday School Lessons, 
and a noted author, bibliographer, teacher and preacher. 
One of today’s outstanding biblical authorities 
in the evangelical field 









NOW... FOR THE FIRST TIME . . . one of the foremost Bible scholars of our 
times brings Moopy MonrTHu_y readers authoritative material about the 
Bible available in no other publication. 

Screened from many different sources in this country and abroad, this 
monthly evaluation of events, trends and thinking as related to the 
Scriptures, is sure to be of inestimable aid to the busy pastor, Sunday 
school worker or Bible student. . 

Don’t miss this important new supplement in the January issue— 
and every month—in Moopy Montuty! Use the handy coupon below 
to order your trial subscription—Tobay! 


REPORTING ... EVALUATING ... ANALYZING 


4 World-wide biblical news 
4 Legislation related to the Word of God 
4 Communist attacks on the Bible 


¢ Highlights from outstanding contempor- 
ary biblical literature published in Europe 


4 Significant word from Bible societies 

4 Important Bible expositions 

4 Also . .. bibliographies of important 
books on biblical subjects and significant 
articles from major journals of Great 
Britain and America 


Be Sure to Get the January MOODY MONTHLY featuring Dr. Smith’s IN THE STUDY 


CONTENTS FOR JANUARY ‘ee SPECIAL TRIAL OFFER...5 MONTHS FOR $1.00 


4 The Ever-Amazing First | MOODY MONTHLY | Mé29 
Page of the Bible 820 N. La Salle Street, Chicago 10, Illinois 


+ wees of the Bible So- Starting with the January issue, which contains the new supple- 
ment IN THE STUDY by Wilbur M. Smith, I want to subscribe 
4 Israel, Babylon, and the to MOODY MONTHLY for 


Question of Oi CD Five Months for $1.00 (special trial rate) [] One year for $3.00 





4 On Indexing Our Encyclo- (Add 30c for each Canadian and 50c for each foreign subscription) 
pedias 
4 Here and There Name a ~ poor es 
° ° ease prin 
4 Magazine Articles of Out- ‘ii 
standing Importance : eae - —_—__— 
4 And Other Features a a 
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The largest-selling 
church organ 
in the world 


The Hammond Organ offers a combi- 

nation of features found in no other 

organ: 

e A full range of true church tones 

e Exclusive reverberation control 

e Provides music of cathedral quality 
for the smallest church 

e Never gets out of tunet 

e Can be installed without structural 
changes 

These are a few of the reasons why the 

Hammond Organ is the largest-selling 

Church Organ in the world, a richly 

rewarding investment for more than 

27,000 churches. 


PRICES START AT $1285* FOR 
THE SPINET MODEL 


HAMMOND ORGAN 
MUSIC’S MOST GLORIOUS VOICE 


Complete line of 2-manual-and-pedal Hammond 
Organs $1285* up (for Spinet Model, not shown), 
including tone equipment and bench. 











CHURCH MODEL 


Price on request. 


*f.0.b. Chicago; includes Federal excise tax 
which is rebated to churches. 

Concert Model has 32-note pedal keyboard built 
to AGO specifications and an additional tPedal 
Solo Unit, tunable to preference by the organist. 
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subscriptions. Now 


Light on a Picture 

Dr. Frederick Erdman, of Germantown, 
Philadelphia, says he thinks that the 
photograph [“Blessed Is He That Read- 
eth....” p. 154, Moopy Mownrutiy for 
November] is of the editors of the 1911 
Bible, and that it was taken outside of 
the library of the seminary in Princeton. 
Dr. Charles Erdman states that both Dr. 
Kyle, the archaeologist, and Dr. A. T. 
Robertson, of ,the Louisville seminary, 
were in the group. He says that he does 
not think Dr. Moorehead is one of those 
pictured.—E. Schuyler English, Philadel- 
phia, Pa. 


Lawyer’s Conversion 

I read the article about Dr. Scofield in 
the November issue of Moopy MONTHLY 
with interest. A very dear and close 
friend of ours, J. G. Kessler, was instru- 
mental in Dr. Scofield’s conversion. This 
happened in St. Louis, Mo., when Y.M. 
C.A. work was in its infancy. It was in- 
teresting to hear Mr. Kessler tell about 
the young lawyer, Dr. Scofield, and how 
the Spirit of God began to work in his 
life—Mrs. A. E. Drake, Wheaton, III. 


Feast of Good Things 

I feel it is high time I wrote my keen 
appreciation of the 50th Anniversary An- 
thology. It is a perfect feast of good 
things. I cannot express either, how 
much I enjoy Moopy MontH iy. I pass 
my copies on to-a friend in England 
whose grandfather and brother were 
saved during Moody and Sankey’s evan- 
gelistic campaign in Scotland. Both be- 
came Presbyterian pastors, the former 
was a missionary in China until ill health 
forced him to return to England to a 
pastorate there—Kathleen Paine, High- 
land Park, Ill. 


On Behalf of Lutherans 

Just a “thank you” for the space given 
to Lutherans. Some ultra-fundamental- 
ists surely take a whack at us for our 
liturgy, baptism, and confirmation. They 
get the idea that we are going to heaven 
on good deeds instead of the finished 
work on the cross of Calvary—Anna M. 
Larsen, Chicago, Ill. 


Too Good to Be True 

I am so happy with my new red Mon- 
arch bike. The kids 
can’t believe that I 
got it by selling 
Moopy MONTHLY 


my brother David, 
who earned one last 
year, and I go riding 
together. 

Here is my picture 
with my new bike.— 
Dennis Lee Fry, 
Conrad, Mont. 





Radio Feature Wanted 

How about running a feature article on 
WMBI and WMBI-FM (Moody Bible In- 
stitute’s radio stations in Chicago) some 
time? Also if it is possible, I would like 





to see you run an article on the problems 
of setting up and running Christian non- 
profit radio stations. 

I am a broadcast engineer and am quite 

















The job of 
publishing 


In the final analysis, the job 

of publishing is manufactur- 
ing and selling books. But that isn’t as 
easy as it sounds, for many separate 
activities, many skills and talents are 
invglved. 

Many manuscripts benefit 

from the creative criticism 
of Competent editors, by which the 
author’s expression of his ideas may be 
clarified and sharpened. Every manu- 
script needs mechanical styling — the 
regularizing of spellings and punctua- 
tions, the verification of dates and 
proper names, in accordance with 
standard practice. 


The physical book must be 

designed and manufactured 
in good taste in a format suited to its 
contents and natural audience. 





Every channel of publicity— 
critics and press, radio and 
television commentators and programs 
—must be contacted with fruitful ideas 
and_suggestions. 


The book trade, libraries, 

special outlets, all must be 
approached and sold; and individual 
customers must be reached, by circular 
or direct, to the greatest possible ex- 
ten 

The market for subsidiary 

rights — increasingly impor- 
tant in these days—must be thorough- 


ly canvassed. 
a The whole effort must be 
carefully integrated and in- 


telligently directed by people carefully 
trained for these specific jobs. And the 
publisher must be financially stable, 
else he cannot surely fulfill his obliga- 
tions to authors, paper suppliers, 
printers, and binders. 


Only when all those condi- 

tions have been met, and 
met efficiently, can author and pub- 
lisher feel that the job of publishing 
has been done right. 


THIS KIND OF PUBLISHING 


Exposition Press has been doing for 
sixteen years and more—as dozens of 
successfully - published authors can 
testify. If you want this for your un- 
published book, we suggest that you 





WRITE TODAY 
for your copy of the 
booklet, We Can Publish Your Book, sent you 
without cost or obligation. It will tell you the 
full story of our unique, successful cooperative 
publishing plan. 


EXPOSITION PRESS, Inc. Dept. 1-2 
386 Fourth Ave., N.Y. 16 
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disgusted with a high percentage of the 
programs that the commercial stations 
put on the air. It seems as if many other 
Christians must also feel the same way, 
yet according to Broadcast magazine’s 
yearbook I could only find eleven AM sta- 
tions that were run on a non-commercial 
basis and controlled by religious groups. 
—George R. Newell, Randolph, Me. 
Reader Newell and others with similar 
interests will be glad to know the story of 
the unusual ministry of WMBI and 
WMBI-FM is already in manuscript form 
and will probably appear by early spring. 


Twelve Hours a Week 

In the article entitled, “WMBI in 
Africa” [“Institute and Alumni,” Moopy 
MonrTHLy for August], the Sudan Interior 
Mission is reported as broadcasting five 
and one-half“*hours daily over Radio 
Addis Ababa. This is quite erroneous. We 
broadcast twelve hours a week over Radio 
Addis Ababa. 

The balance of the article is quite cor- 
rect. We do use a number of WMBI 
transcriptions and certainly appreciate 
the co-operation that Mr. Parsons and 
the staff of WMBI have given us.—H. K. 
Braden, Addis Ababa, Ethiopia. 


In Brief 

I think Moopy Monruty has greatly 
improved the last several years. We pass 
it on to as many others as we can among 
the government people and traders, so 
that others get the benefit and blessing 
from it too—cC. F. Beitzel, Malumfashi 
via Funtua, N. Nigeria. 

I really do like the way in which the 
magazine is set out and the variety of 
subjects it covers—Marvin R. Cousins, 
Transvaal, South Africa. 

I read even the advertisements, for I 
feel I can believe what they say about 
their material—Lula M. Quail, Long 
Beach, Calif. 

My Sunday school teacher made it pos- 
sible for me to receive the magazine, and 
I appreciate it deeply—Mattie Mae 
Beacham, Arapahoe, N.C. 

I pass my copies on to our church lead- 
er for Christian Endeavor work, and I 
am told your YouTH SUPPLEMENT is giving 
help in that line.—Mrs. Harriet N. Knipp, 
Herriet, Calif. 

The cover picture is always beautiful. 
—Mrs. Adela Kindlund, Chicago. Ill. 

. I thoroughly enjoy every issue.—M/Ssgt. 
Walter Underwood, New York, N.Y. 

May more unsaved get a chance to read 
such magazines.—Mrs. Totty Macik, Jr., 
Kenosha, Wis. 

I can recommend it to all interested in 
church work, especially leaders of young 
people.—Mrs. C. C. Sweet, Carthage, Mo. 


Thanks to the Missionary Fund 

For the past several years, my husband 
and I have been receiving Moopy MontTH- 
Ly regularly through the missionary fund. 
We want you to know how much we ap- 
preciate the magazine and how much 
deep spiritual blessing we receive from 
each copy. 

The first page I turn to every month 
is “Out of the Mixing Bowl,” and then I 
enjoy the whole magazine. We also ap- 
preciate very much the Sunday school 
lesson helps and the doctrinal studies — 
Marian Clark (Mrs. R. B.), Quito, Ecua- 
dor, S.A. 


January, 1952 





A CHRISTIAN COMMUNITY 
For that “Dream Home” in Sunny Florida 


Pastors, Doctors, Lawyers, Professional men and retired Government 
employees now making their home at Bay View Estates. 
BUY YOUR LOT NOW WHILE CHOICE HOME-SITES ARE AVAILABLE 
City Water — Electricity — Improved Streets — Telephones 
Gulf of Mexico, Near Clearwater and St. Petersburg ach alae 


For Descriptive Folder—Write to: 


Bay View Estates of Indian Rocks, P.0. Box 99-M, Largo, Fla. 











PAUL S. ISAACSON ELMER P. ISAACSON 


ISAACSON @asé SALES 


SAME OWNERSHIP—LOCATION SINCE 1923 


OUT OF TOWN INQUIRIES INVITED 
RECONDITIONED AND GUARANTEED 


SELECT USED CARS 


SOLD ON OUR REASONABLE PAYMENT PLAN 
3020 Broadway, Chicago 14, Ill. Phone Bi 8-1600 


















PEWS, RULPIT 


AND CHANCEL Eg iilion 
FURNITURE Yi 


COMMUNION TABLES 
PULPITS ¢ CHAIRS 
ALTARS ¢ LECTERNS 
7 BAPTISMAL FONTS 


Gothic, Romanesque, Colonial, 
and Early American designs to 
harmonize with every edifice. 


Pe RTRgRBAANC OF Send for illustrated Catalog 


i”: 
‘ Sie Furniture for America’s Churches 
- Ny — “1. P. REDINGTON & CO. 


DEPT. 6 e SCRANTON 2, PENNA. 
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GENTILE BENEFICIARIES 
COME-BACE-TO-YOUR-JERUSALEM-AND-HELP-US | 

5,000,000 JEWS ON AMERICAN SHORES NEED JESUS | 
ISRAEL’S REMNANT, Inc. 1oos0 TEE ERELD, 


DETROIT 27, MICH. | 


GUIDED by Hebrew Christian Leadership of over 25 years practical experience. 
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...as the choir and congregation of the Old Fash- 
toned Revival Hour broadcast raise their voices. 
Increase your enjoyment and blessings. This new 
book, compiled by Dr. Charles E. Fuller and H. Le- 
land Green, contains words and music to 129 favor- 
ite songs you hear each week on their program. 


Special feature ... 11 beautiful pictures that bring 
Dr. Fuller and his entire group right into your home. 
See your beloved radio heats and sing with them. 
Get your copy today .. . 136 pages, two-color 
paper cover, Perma-Plastic binding. Buy at your 
local music or Book and Bible store, or ORDER 
DIRECT, 65c postpaid. 


RODEHEAVER HALL-MACK CO. 


109 Ninth Street - Winona Lake Indiana 
West. Branch: 1151 E. Hyde Pk. Bivd., Inglewood, Cal, 
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GIVING THAT 
PRODUCES 
AN 
INCOME 





THE GIFT 
* 


You, like thousands of other Christians, can solve your financial problems in 
this unique way. By placing your funds ($100, $500, $1000 and upward) in 
Moody annuities you are assured of generous, unchanging financial returns for 
the rest of your life . . . and yet you have the satisfaction of knowing that 
through your gifts you are training young men and women to win souls for 
Christ. 


Complete satisfaction and assurance will be yours by liaving returns not 
affected by business ups and downs, and not requiring the worrisome attention 
usual investments do. Yet you will experience joy, because your gift makes 
possible the spread of the gospel to the ends of the earth—through Moody- 
trained missionaries, gospel-science films and the other world-wide Moody 
ministries. 





THE RECORD 


The Institute’s 44-year record of paying all dividends, without fail, on the due 
date assures every annuitant of unchanging and dependable returns. A large 
reserve fund, plus the corporate assets of the Institute, are back of all Moody 
annuity agreements. Thousands have attested to the peace of mind brought 
about by the regularity of their annuity checks. 


At regular intervals throughout your lifetime you will receive a check, the 
amount of which will be based on your age when the agreement is issued. And 
don’t forget—there is more than just the financial return . .. you receive another 





7 dividend, for your funds are helping take the gospel to those who have never 
heard it. 
| shooty & Bible Institute, 820° N. La Salle Street, Chicago 10, Ill. 
THE INTERESTING BOOKLET | - 
Dousle DIVIDENDS, TELLS | ee me DOUBLE DIVIDENDS, the story of the Moody an- 
YOU ALL ABOUT THE MOODY | (| am interested in stewardship in its relation to wills. Please 
ANNUITY PLAN, HOW IT CAN - send me folder, ''Where There's a Will. 
BE ARRANGED TO SUIT YOUR 
GUAT OIE Fs thitig. oa... .-5 05a foblonca cas nesenedespeadseedad 
POSSIBLE TAX EXEMPTIONS. | 
DRIES. «id cb sscan'e wisumunn.d ic wikoion abi bis wee al CS 
coupon today 
oe ER TEP LL Tore Zone... State. ....... 
| Moody Annuities ore Safe ... Sound . . . Satisfying 
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Ten Months 


For Preparation 

What lies ahead in 1952? As we pointed 
out nearly a year ago, there is reason to 
think that this may be a year of crisis. 
Whatever else may come, however, if the 
Lord should tarry, the presidential elec- 
tion next November should have an im- 
portant place in the thoughts of every 
Christian. 

Always the choices which voters are 
called upon to make in an election year 
are vital. This year the problems at home 
and lowering clouds abroad make these 
choices doubly important. Now, if ever, 
our government should be entrusted to 
men of God’s own choosing. 

It is true that in every age the man of 
faith has prized his heavenly citizenship. 
Nevertheless no Christian has the right 
to bury his head in the nearest heap of 
sand while he ignores his duties as an 
earthly citizen. The believer, on the con- 
trary, has a particular responsibility. 
Because his senses have been exercised to 
discern between righteousness and un- 
righteousness, between that which is in 
harmony with God’s purpose and that 
which opposes it, he above all others 
should be prepared to speak and vote 
intelligently. 

This is not a responsibility which can 
be met by merely studying a sample bal- 
lot next November. It will require prayer- 
ful attention throughout the year ahead. 

Ten months yet remain for familiar- 
izing ourselves with the complex issues 
involved in election choices. Ten months 
remain to pray for God’s ruling in this 
matter. Let us redeem the time that we 
may not fall short in this important 
phase of our Christian responsibility. 


This Year, 
A New Beginning? 

Who at one time or another, as he has 
looked back on his mistakes and failures, 
has not wished that he could wipe out 
the past and begin all over again? 

Such thoughts will no doubt come 
crowding in on the hearts of many at 
the threshold of this new year. Men and 
women from life’s Park Avenues as well 
as those from life’s Skid Rows will sigh 
with regret, thinking that the choices of 
the past must forever bind them to ways 
of life from which they long to escape. 

And yet this is the very heart and cen- 
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ter of the good news addressed to each 
man and woman, boy and girl through 
God’s Word, the Bible. There is a sure 
and certain way of wiping out the past, 
of starting with a clean, unblotted page! 

This is God’s promise to all who long 
for such a new beginning: 

“Though your sins be as scarlet, they 
shall be as white as snow; though they be 
red like crimson, they shall be as wool” 
(Isa. 1:18). 

Here is the wonderful message of 
Scripture from Genesis to Revelation— 
that God Himself has made provision 
for removing the guilt of our sin. This 
He did “once for all” when He placed 
our sin upon His own Son on the cross, 
“that whosoever believeth on Him should 
not perish, but have everlasting life.” 

The key to a past blotted out and a 
new life in the future lies simply in be- 
lieving God—taking Him at His word, 
acknowledging Christ as your Saviour 
and trusting God to do what He has 
promised. Do this now, and regardless 
of the past you, too, can claim God’s 
promise: “I will put my laws into their 
hearts, and in their minds will I write 
them; and their sins and iniquities will 
I remember no more” (Heb. 10:16, 17). 


As You Turn 
To "In the Study" 


At last, after some months of planning, 
the editors can invite you to discover for 
yourself the many good things in store 
for Moopy MonrTHLy readers in the new 
biblical supplement, “In the Study.” Ap- 
propriately, this supplement designed 
especially for pastors makes its first ap- 
pearance in this 1952 Preacher’s Number 
(see page 289). 

We think most readers—laymen as well 
as pastors—will find it even better in 
actuality than in anticipation. Indeed 
the task of adequately announcing such 
a supplement and describing the kind 
and scope of material to be included has 
presented difficult problems. From this 
point on the contents of each issue will 
speak most eloquently for themselves. 

It is our earnest desire and our prayer 
that Moopy Montuiy should become in- 
creasingly useful and worthwhile to all 
our reader family. Return of the YouTtH 
SUPPLEMENT about a year ago was a step 
in this direction. The addition of “In the 
Study” is another—and there are more 
to come. 


Meanwhile we hope you will mention 
“In the Study” to your friends and to all 
who you think would find it interesting, 
unique, and helpful. 


You, Too, Make 
Public Opinion! 

Although it is a principle which casts 
unwelcome reflections, it is nevertheless 
true that by and large the public gets 
what it really wants in the way of read- 
ing material and other entertainment. 

A case in point is the recent effort of 
the television industry to draft a code of 
ethics which will eliminate breaches of 
good taste on telecasts and raise the 
standards of programming generally (see 
page 334). a 

In this particular instance the tele- 
vision industry has admittedly acted be- 
cause of mounting public protest against 
violations of good taste and decency, and 
because of a proposal in Congress that a 
national advisory board be set up to 
supervise telecasts. 

It is true, of course, that television and 
radio are particularly vulnerable to pub- 
lic displeasure because they operate un- 
der federal license. Nevertheless the pub- 
lic can also make its wishes felt almost 
as readily in other fields, controlling the 
kind of books, magazines, newspapers 
and various means of entertainment. 

The individual whose standards are in 
keeping with the Word of God and the 
dictates of the Holy Spirit will not find 
public opinion demanding Christian 
standards in the reading or entertain- 
ment fields. He should, however, realize 
that protests will be made from time to 
time which he can endorse and to which 
he can add his weight. In this way he 
can do his part in opposing the advance 
of evil which is aggressively active in the 
world in which we live. 


The Displaced 
Member Problem 


Has your church a displaced member 
problem? 

Many churches are finding a large 
number of non-resident members on 
their rolls. By the same token, they are 
finding many families within their areas 
who are still members of churches back 
home. 

A recent survey among Southern Bap- 
tist pastors by the Baptist Program cites 
ten causes for the large per cent of non- 
resident members. Among these the most 
important seem to stem from failure of 
the individual member to grasp fully the 
meaning and power of his salvation, his 
new relationship to Christ and his re- 
sponsibility to his church fellowship. 

Some churches fail to encourage non- 
resident members to move letters, and 
even attempt to retain non-resident 
members. Temporary residences, world- 
liness and the difficulties of adjusting to 
a new church, in the opinion of the 
pastors surveyed, also help discourage 
moving the church letter from the home 
church to the new place of residence. 

How can this problem be met? As a 
result of various suggestions by those 
taking part in the survey, the recom- 
mendation is made that the seriousness 
of the problem be kept before both pas- 
tors and churches. In addition, certain 
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definite steps are recommended to 
churches. These include: (1) more con- 
sistent efforts to enlist and indoctrinate 
all members; (2) greater efforts to im- 
press upon members the duty of keeping 
the church covenant relative to this mat- 
ter; (3) letters to non-resident members 
suggesting that they join local churches; 
(4) notification of pastors’ of members 
moving to their communities; (5) con- 
sistent visitation of unaffiliated members 
of the church community; and (6) re- 
vision of church rolls to keep them up to 
date. The possibility of a day or month 
during which special emphasis may be 
placed on solving the non-resident mem- 
bership problem is also suggested as a 
result of the survey. 

“While each of these suggestions has 
value, we submit that the whole non-resi- 
dent member situation emphasizes the 
need for: (1) sound and thorough con- 
version; (2) consistent, careful and even 
painstaking instruction and guidance of 
new Christians until they have learned 
how to feed on the Word each day and 
place their dependence in God; and (3) 
the kind of warm, helpful church serv- 
ices and church relationships which the 
believer will find indispensable to his 
spiritual life. 

These are ideals, of course. Rarely can 
they be fully attained. Some church 
members inevitably will fall away (I John 
2:19). But the church’s responsibility 
begins here, and faithfulness in these 
matters will do much to minimize the 
displaced member problem, and more im- 
portant, to keep those whom our Lord 
has bought at a great price, from stray- 
ing away from Him. 


A Challenge 
To the Church 


“Only as the Church was adequately 
informed could it successfully propagate 
itself. And the same instruction which 
equipped it for this task also provided 
the means of defense against malicious 
attack by opponents and by false teach- 
ers who sought to capture certain ele- 
ments of Christian truth and pervert 
them to their own ends. In every age an 
informed Church is a strong Church.” 

This statement from Dr. Everett F. 
Harrison’s article in this issue, “The 
Teaching Ministry of the Church,” refers 
primarily, of course, to the early Church. 
But it also applies today. 

Many of the churches in our own age 
are not as well taught as we would like 
to think. This is often true even in con- 


gregations which enjoy the most sound 
and faithful preaching. 

Not long ago a teacher was presenting 
some of the deeper truths of the epistles 
to a class of young women in an evangel- 
ical church. Before she had gone far, she 
was brought up short by the discovery 
that most of those to whom she was 
speaking did not have sufficient under- 
standing to summarize the plan of sal- 
vation clearly; A member of another 
Bible-believing church confesses that he 
likewise did not adequately understand 
God’s plan of salvation until faced with 
the problem of trying to lead someone 
else to the Lord. 

Examples such as these—and there are 
many of them—emphasize the need for 
careful, continuing, patient teaching— 
from the pulpit, in the Sunday school or 
Bible class and elsewhere throughout the 
church. Adults as well as children must 
be reached, and in small groups as well 
as in large congregations. Response to 
the various doctrinal articles published 
in Moopy Monrtuty leads us to believe 
there is a genuine and widespread hun- 
ger for such teaching. 

Small wonder, indeed, that sects which 
deny the Lord that bought them flourish 
and feed on the memberships of church- 
es. If the Church is to continue in a hos- 
tile world, reaching out to the unsaved 
and protecting those who have been 
brought to Christ, she must meet the 
deadly serious challenge of providing 
adequate teaching. 


Bible Reading 
With a Purpose 


Have you a plan of systematic Bible 
reading for 1952? 

We know of no other practice which 
will mean more to the individual child 
of God. By comparison, haphazard read- 
ing of passages here and there—and per- 
haps now and then—is a barren practice 
indeed. One who sets out on a definite 
reading program is far more likely to 
expose his soul to the enlightening, heal- 
ing sunlight of all the Scripture and far 
more likely to feed faithfully on the 
Word of God each day. In such reading 
the treasures of Scripture will be opened 
to him afresh. 

Many prefer to map out a plan where- 
by they will read through the entire 
Bible during the twelve-month period. 
One such plan is distributed by the 
American Bible Society; others may be 
worked out by the individual according 
to his particular needs. Occasionally, per- 





in February. 





COMING NEXT MONTH 


nn suspicious, hidden within the depths of Mexico's jungles, 
the Lacandon Indians (featured some months ago in Life maga- 
zine) are among the Western hemisphere's most primitive peoples. 
Next month "Eight Years to Victory" brings you the story of Phil 
and Mary Baer, of their home with 
years of patient effort to reduce their language to writing, of Mateo, 
who now has laid aside his idols to witness for Christ among his fel- 
low tribesmen. Presented with jungle pictures of the Lacandones in 
daily life, this article is one of several outstanding features to appear 


e Lacandones in the jungles, of 
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haps, the individual may fall into the 
error of reading merely to go through 
the Bible another time, but those who 
read because they want to grow, because 
it is God’s command and because they 
delight in divine instruction find syste- 
matic Bible reading a means of unspeak- 
able blessing in their lives. 

Some Christians after prayerful con- 
sideration may feel led to turn to a good 
modern language version of the New 
Testament. Some may wish to combine 
their Bible reading with material from a 
good commentary or other help; still 
others may prefer to give their attention 
to Scripture alone. Then there are those 
who may find their greatest blessing this 
year in a series of topical studies. 

The important thing is not the method 
of reading—though God’s leading should 
be sought in this—but the actual doing. 
This brings us again to our opening 
question. Your growth as a Christian in 
1952 will depend very largely on your 
answer. 


Your Part 
In Founder's Week 

By the time you read this—if you are 
in the U.S. or Canada—Moody Bible In- 
stitute’s forty-sixth Founder’s Week 
Conference, February 4-10, will be about 
a month away. 

Year after year we receive letters from 
friends, some of them from distant 
points, telling us not only how God has 
blessed them at Founder’s Week, but also 
how He has sent that blessing back home 
with them to their own churches and 
communities. Now and again these let- 
ters say, “We hadn’t planned on coming 
—indeed, hadn’t thought that we could 
come—but somehow we felt led to change 
our minds. And we are so thankful that 
we did.” 

Many Moopy MONTHLY readers, we 
know, will feel that distance, time or 
finances make it impossible for them to 
share in Founder’s Week this year. Yet 
some will pray about attending and find 
a way to come because God has a bless- 
ing for them. 

Probably you know many on this year’s 
program (see page 362). All are speakers 
you will want to hear. Outstanding spe- 
cial music is in view, while interest is 
mounting in such highlights as Alumni 
Day, Evangelism Day, Missionary Day 
and a day of emphasis on Christian edu- 
cation. 

If you do not have a Founder’s Week 
program, send for your copy now. We 
ask your prayers that God may again 
use this conference to His glory and for 
the stirring of His people. Pray also for 
His leading if He would have you here. 


a 


CANDIED OR CANDID? 

Candied preaching and candid preach- 
ing are widely different. One degenerates 
into soothing syrup that puts the con- 
science to sleep. The other is frank and 
fearless, and stirs men to action. Candied 
preaching leads to complacence, while 
candid preaching produces penitence. 
The latter is the preaching we must have 
today or many of our Christian activities 
will pass into an eclipse. 

—Author unknown 
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minutes after... 


T may be in a moment, or after months of waiting, but 
soon I shall stand before my Lord—perhaps in 1952. 
Then in an instant all things will appear in new perspec- 
tive. 


Suddenly the things I thought important—tomorrow’s 


tasks, the plans for the dinner at my church, my success 
or failure in pleasing those around me—these will matter 
not at all. And the things to which I gave but little thought— 
the word about Christ to the man next door, the moment 
(how short it was) of earnest prayer for the Lord’s work 
in far-off lands, the confessing and forsaking of that secret 
sin—will stand as real and enduring. 


Five minutes after I’m in heaven I’ll be overwhelmed by 
the truths I’ve known but somehow never grasped. I'll realize 
then that it’s what I am in Christ that comes first with 
God, and that when I am right with Him, I do the things 
which please Him. 


T’'ll sense that it was not just how much I gave that 
mattered, but how I gave—and how much I withheld. 


In heaven I’ll wish with all my heart that I could reclaim 
a thousandth part of the time I’ve let slip through my fingers, 
that I could call back those countless conversations which 
could have glorified my Lord .. . but didn’t. 


Five minutes after I’m in heaven, I believe I’ll wish with 
all my heart that I had risen more faithfully to read the 
Word of God and wait on Him in prayer—that I might have 
known Him while still on earth as He wanted me to know 
Him. 


A thousand thoughts will press upon me, and though 
overwhelmed by the grace which admits me to my heavenly 
home, I’ll wonder at my aimless earthly life. I'll wish .. . if 
one may wish in heaven—but it will be too late. 

Heaven is real and hell is real, and eternity is but a breath 
away. Soon we shall be in the presence of the Lord we claim 
to serve. Why should we live as though salvation were a 
dream—as though we did not know? 

“To him that knoweth to do good, and doeth it not, to him 
it is sin.” 

There may yet be a little time. A new year dawns before us. 
God help us to live now in the light of a real tomorrow! 











IN 


Gregor photo 


Are you satisfied with what your church, your own 


circle of Christian friends . . . with what you yourself 


are doing? Look around and you, too, will be convinced 


that more than orthodoxy is needed in 1952. 


only political but spiritual, most 
Christians agree. That it is not 
democracy versus Communism, but 
Christ versus Antichrist, is becoming evi- 
dent even outside evangelical circles. A 
few weeks ago an advertising executive, 
speaking on Canada’s “Town Meeting 
of the Air,” cried out to his nation: “In 
Communism we are battling a religion, 
and it can only be conquered by another 
religion—a revived and meaningful 
Christianity.” 
On the moral home front, Senators 
Tobey and Kefauver a short time ago 


Mr. Hoke is assistant to the president of Columbia 
Bible College, Columbia, S.C., and a frequent cone 
tributor to various Christian publications. 


T= the present world crisis is not 
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made headlines, sensationally exposing 
the moral rot that is eating out the fiber 
of American social and political life, and 
calling for a return to religion and 
righteousness as our only hope. Sober, 
realistic FBI chief J. Edgar Hoover has 
been emphatically insisting for years that 
only the moral motivation of Christianity 
can stem the dangerously high tide of 
juvenile delinquency across America. 
And now, as though God were stirring 
America to see the spiritual nature of 
these crises and to turn to Him, a nation- 
wide spiritual interest is surging up on 
every hand. Church membership is at an 
all-time high. Mass evangelism is re- 
turning. Sunday schools are being revived 
in many areas. God is moving in the 





Not Enough 


By DONALD E. HOKE 


hearts of men. Above all, among God’s 
people there is a deeper heart-hunger for 
spiritual reality. Christians are longing 
for answered prayers. A cry is welling up 
from thirsty souls for God to manifest 
Himself in old-time power. 

What is being done to meet the need 
of these spiritual crises? What path is 
evangelical leadership taking to lead 
heart-hungry people into a deeper, satis- 
fying relationship with Christ? What ef- 
fort is being made to put the hands of 
a spiritually groping nation into the nail- 
scarred hands of our Saviour? 


+ SapLy enough, in the midst of the most 
desperate struggle of world civilization, 
most Bible-believing churches have a 
“business-as-usual” attitude. Spiritual 
defeatism is rampant. Much evangelism 
is half-hearted and fruitless. And for all 
this an apologetic self-centered defense is 
often heard: “The Bible predicts apostasy 
in the last days, but we’re standing true.” 
Suppose the 120 in the upper room had 
talked that way? 


One thing is tragically evident in this - 


spiritual crisis—orthodoxy is not enough. 

With Robert Maynard Hutchins’ chill- 
ing cry, “Civilization has but three years 
to live!” ringing in the nation’s ears, one 
conservative denomination is rushing to 
inter-church battle on the issue of credal 
orthodoxy. Yet within its churches, no 
souls are being saved; Christians are not 
growing in grace; no vital spiritual life 
is evident; worldliness is the order of the 
day. The creeping paralysis of dead or- 
thodoxy is emptying some of its churches, 
cutting off the bloodstream of its youth 
for the ministry and mission fields. They 
are losing ground yearly. It is apparent, 
orthodoxy is not enough. 

Urgently needed as a gospel lighthouse 
in a sinful city, a certain downtown 
church has shifted its focus from soul- 
winning to church building. No longer the 
upper room, but the supper room is filled 
on Wednesday night. Gone are its scores 
of young people on fire for souls, training 
for Christian service. Sunday night evan- 
gelistic services have dwindled to one- 
third. The pastor preaches the Bible, but 
the fire on the altar has gone out. His 
orthodoxy is not enough. , 

With empty churches and challenging 
needs crying for warm-hearted, evangel- 
istic pastors, a seminary loudly boasts its 
conservatism, defends its orthodoxy. But 
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graduates are apparently more interested 
in ecumenicity and ecclesiasticism than 
they are in evangelism—more eager for, 
big churches than Holy Ghost power. 
Are they true to the confession of faith? 
Certainly, but unacquainted with apostol- 
ic holiness, zealous compassion for souls, 
fervent, prophetic preaching. Their or- 
thodoxy is not enough. 

Mission fields of the world are crying 
for Spirit-filled evangelists. Yet a funda- 
mental mission quibbles over the minut- 
est details of prophecy with all its 
candidates. Meanwhile, actual field ex- 
perience makes evident that little prem- 
ium has been placed on the candidates’ 
experimental knowledge of prayer, the 
power of the Holy Spirit, the discipline of 
sacrifice. Each jot and title of doctrine 
and interpretation has been met, but 
where is the mighty power of the Holy 
Spirit in their service? Such orthodoxy 
is not enough. 

All fields of evangelical witness look to 
the Bible schools and Christian col- 
leges for spiritual leaders. Yet mission 
executives and pastorless churches find 
many of the graduates proud, profes- 
sional, self-satisfied. Expert at splitting 
doctrinal hairs, they are strangers to long 
nights of prayer; they know not how to 
pray down the power of the Holy Spirit 
on their preaching. Undisciplined, many 
are incapable of conquering the problems 
that come with every hard spiritual work. 

Because his denomination is going 
modernistic, a pastor comes out. He es- 
tablishes a separated testimony. But to 
build his new work he accepts unspirit- 
ual, spiritually questionable members who 
will give lip-service to his rigid creed. 
He’s orthodox to the core, but spiritual 
lust, coveteousness, and pride still rule. 
Such orthodoxy is not enough. 


+ THE assertion is often heard, “Most 
members of the major denominations are 
sound in the faith; it is only the leaders 
who are modernistic.” But such orthodoxy 
has not stopped these churches’ down- 
ward trend to liberalism, not checked the 
damning leaven of unbelief which has 
sapped the power and stripped the glory 
from the churches’ testimony. Gone is 
the divine fire that caused the early 
Church to glow with spiritual power and 
fervor that defied persecution and death. 
Such orthodoxy is not enough. 

An orthodox pastor empties his prayer 
meeting by reading theological treatises 
on apologetics, and then blames it on 
“the will of God.” Another soft-pedals 
sin in his preaching because the leading 
donor of the congregation maintains a 
mistress. Another eloquent evangelical 
packs his church, but a deacon leaves 
declaring, “When the preacher wants to 
make more money than I do as the pres- 
ident of fourteen banks, it’s time for me 
to leave.” Little wonder there is no spir- 
itual growth, no divine seal on his pas- 
sionate preaching. Such orthodoxy is not 
enough. 

Now with America on the insecure 
brink of politicai and spiritual destruc- 
tion, the internecine battle among Amer- 
ican Christians continues. Who is the 
more orthodox? Who is right? But is that 
the only, the real, question? History and 
tragic experience seem to make the an- 
swer clear. No! Mere orthodoxy is not 
enough 
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The Soul-Winner’s Notebook 


How to Make 


the Approach 


By Dr. Walter L. Wilson 





T is very necessary that no offense be given when first the soul-winner 
begins to talk to the sinner. The first impression must be a favorable 
one, or a defense will be raised against the gospel and no good result 
will be obtained by the conversation. It is well to be alert for some point 

of contact that will be interesting and will arouse curiosity. If you can shock 
the person a bit, it will open the way for an explanation, and this will lead 
to helpful conversation and consideration. 

I told a girl of about twenty that I had read a poem about her fifty years 
ago and that now I was so glad to see the one I had read about. This young 
woman was an enemy of the church. Her mother had told me that her 
daughter was “preacher-shy” and never attended services. This statement 
of mine aroused her curiosity in two ways. How could I hear about her 
thirty years before she was born, and how could any one write about her at 
such a time? The result of the ensuing conversation was that she trusted 
the Lord Jesus and went away weeping for joy. 

When possible, we should find some point of contact that fits into the life 
of the person we are trying to win. An old cast-off shoe was the means 
used in dealing with a man who made shoes for deformed feet. The soul 
he had was well worn, as was the sole of the shoe. The tongue of the shoe 
was fastened on one end—was his? The eyes in the shoe saw nothing of 
the condition of the shoe—did his eyes see his condition? Polishing the 
shoe would not make it fit—nor would it make him fit. 

To the laundryman we may say that God has a laundry for his need. 
Ephesians 5:25-27 tells that Christ washes the spots away by His blood, and 
irons out the wrinkles by His Word, to present us clean and white before 
the throne. “Have you been through His laundry?” 

Recently in an office I saw a mechanic repairing a dictating machine. 
Upon approaching him,.I said, ““Why did these friends send for you?” 

He replied, “Because they know nothing about the inside of this machine. 
They could not fix it. They always send for me because I learned all about 
the construction of this model.” 

This was an ideal opening, so I said, “‘To whom do you go when you need 
fixing? David said, ‘The Lord restoreth my soul.’ If He made you, why 
not go to Him to get ready for the inspection God will give you.” This was 
an excellent contact which appealed to his thinking at once. 

A ticket may be used as a contact. The conductor came along on a train 
I was riding and called out, “Have your tickets ready.” I held up my ticket, 
which he examined, punched and put in his pocket. As he turned from me 
to another passenger, I pulled his coattail. He turned to see what the 
trouble might be. 

“What's the matter?” he asked. 

“I am mad at you,” I replied. He uttered a sort of grunt and went on 
his way. But the incident troubled him a bit, so he returned after awhile, 
sat down beside me and said, “Why are you mad at me?” 

“Because you ignored me,” I answered. “You just looked at the ticket, 
punched it and paid no attention to me.” 

He remonstrated with me and said he had no time to stop to examine 
each passenger. Then I told him I was going to heaven the same way. My 
ticket was the Saviour. He was pierced with the nails. God looks to see 
that He is all right—and that He is mine—then gives me the right to enter 
heaven. The conductor became very interested at once, for he had been 
in some soul trouble for several months. He accepted Christ as we visited 
together. 

There is always some way of contact with the souls we meet. But we 
must be alert to see it and eager to grasp it. 


[Next month: “How to Hold to the Point”) 











Voluble lip-service to a creed, strong 
contention for a body of truth, per se, 
will not satisfy Christians’ heart-cry for 
God, revive the church, evangelize the 
billions of the world who have never 
heard, stem the relentless red tide of 


Communism. 

As a matter of fact, it was the stale, 
outward orthodoxy of Pharisaism that 
Jesus most scathingly condemned when 
He walked on earth. The Pharisees were 

[Continued on page 356] 
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Here's the true story of revival fires 


which sprang up ina score of places all at 


once ... told by a pastor who is persuaded that 


similar fires can flame in your church, too! 


The Fire and the Heart 


OMMY was painting pictures. 
M Actually she was tracing pictures 

out of the pages of Bunyan’s 

Pilgrim’s Progress onto the im- 
pressive mental sheets of her listening 
family. Empty dishes and _ scattered 
crumbs on the supper tablecloth did not 
spoil the setting for the “paintings.” A 
few more deft strokes and— 

“I saw in my dream, that Interpreter 
took Christian by the hand and led him 
into a place where there was a fire burn- 
ing against the wall, and one standing by 
it, always casting much water upon it to 


Now pastor of the Mayfair Bible Church, Chicago, 
Iil.. Mr. Bartels was in metallurgical engineering 
work when he felt definitely burdened to preach. 
Shortly afterward he left a post in General Motors to 
enroll in seminary. The Mayfair church is his 
second pastorate. 
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By CHARLES R. BARTELS 


quench it; yet did the fire burn higher 
and hotter. 

“Then said Christian, ‘What means 
this?’ 

“The Interpreter answered, ‘This fire 
is the work of grace that is wrought in 
the heart; he that casts water upon it 
to extinguish it and put it out, is the 
devil; but in that thou seest the fire, 
notwithstanding, burn higher and hotter, 
thou shalt also see the reason of that. So 
he led him about to the back of the wall 
where he saw a Man with a vessel of oil 
in His hand, of the which He did con- 
tinually cast (but secretly) into the fire.” 

While Christian and, I presume, my 
three children also, were absorbed in 
watching the figure of Christ with His 
vessel of oil and that of Satan with his 


bucket of water (and let me add that I 
never presume to know what my dear 
wife is thinking), my own thoughts were 
centered on Christian and the fire. And 
to be frank, I felt rather cold and quite 
a bit sad. 

Why? Are not a burning hearth and a 
faithful Saviour a warming sight? In- 
deed they are, but I was looking beyond 
Christian and the fire. I was seeing the 
wife and four children that Christian 
failed to bring with him. That’s what 
makes any earnest pastor sad. That’s 
what grieves the Holy Spirit and brings 
tears to the Saviour’s eyes. 

A fire and a hearth—but no precious 
children there to receive its loving glow. 
A persistent devil with his chilling 
bucket; a faithful Saviour with His oil 
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of gladness—but no thankful parent to 
gather the children to the Saviour’s side. 
Surely it was while standing here that 
the blessed Saviour sorrowfully sighed, 
“He that is not for me is against me; 
and he that gathereth not with me 
scattereth abroad.” 


II 

How I praise God for that day when 
there was delivered along with a handful 
of other mail, a little paper devoted to 
the interests of the family altar. For 
months my heart had been burdened 
about the great need for family devotions 
among the members of the church, and 
for months I had asked God to help me 
to establish and encourage these strong- 
holds of the Spirit in this sinful city. 
That paper was like an arrow to my 
heart. It was pointed in purpose and 
feathered with faith, and struck with a 
blow that told of stalwart men and a 
strong Saviour who had pulled and aimed 
together. 

The Lord’s next step was to send a 
blessed saint of God to pray for revival 
with me early each morning. Then, with- 
out solicitation, still another man joined 
the morning watch. The vision for family 
altars was soon quickened and for three 
consecutive Sundays the church families 
heard impassioned calls: back to Bethel; 
back to the Bible; back to family prayer; 
back to the fire and the hearth. 

Each Sunday a special tract was placed 
in the bulletin along with a decision card 
to be signed by families who would de- 
termine to honor Christ through family 
devotions. By the close of the third Sun- 
day’s message, thirty-two glowing hearth 
fires had been kindled. Their names were 
placed on a scroll, at the top of which 
was written, “Family Altar Fellowship.” 

What a joy for the pastor to know that 
from thirty-two family altar fires peti- 
tions ascend to God daily. What a joy 
to have hearts turn daily to God in 
earnest prayer—for revival, for the pastor, 
for the sick, for the salvation of the lost. 
Some families at once began digging 
into the Bible. Others were given a little 
kindling to start the altar fires—a daily 
devotional booklet, Seek. 


I’m just now taking off my walking 
shoes and slipping the feet of my mind 
into comfortable mental slippers in order 
to relate to you some of the pictures I 
see in the leaping flames of these family 
hearth fires. 

I see the fire burning over there in 
the little home of—let’s call them Abra- 
ham and Sarah; they both came out of 
gross idolatry. Her face, once glittering 
with the lure of sin, is now glowing with 
the radiance of the Spirit of God. His 
life, but a few years ago a sinful stain 
and a stumbling stone, is now a beacon 
light to Christ. 

What a glow in their family devotions! 
Their planned daily reading will carry 
them through the Bible in a year. That’s 
the early morning log. Before bed, the 
fire leaps again with splinters from Daily 
Help by Spurgeon, choice bits from B. 
McCall Barbour’s booklets, and flaming 
fagots from Daily Light on the Daily 





1The omag, Bihweney Crusader, published by the 
Family Altar gue of America, 52 West Washing- 
ton Street, Chicago, Ill. 
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Path. 

Is it any wonder that this “Sarah” 
gives hours of her day to a worthy Chris- 
tian organization; then leads her class 
of girls each Sunday into the riches of 
Christ? Is it any wonder that this modern 
Abraham gives unstintingly of his time 
to another Christian work where hun- 
dreds of men find Christ; then on Sun- 
‘day leads his growing class of boys into 
fruitful and practical paths for the 
Saviour? Recently this Abraham said to 
me, “No matter how late either one of 
us gets home after serving the Lord, even 
if it’s past midnight, we always wait for 
the other and spend the needed time in 
nightly devotions.” 

Then there’s Mrs.—, I’ll call her Abi- 
gail, for she has a churlish husband. 
What a sweet odor rises to the Lord from 
her family altar, broken though it be! 
Early in the morning she rises alone, 
takes her Bible and broken heart and lays 
them before the Lord. He takes the balm 
of Gilead from the Word and tenderly 
applies it to the injured heart, making 
the day actually sweet. 

At noon, she and her three kiddies 
listen to Aunt Theresa*, read a brief 
portion of the Word, and kneel to pray. 
“The children knew I was a Christian 
before we had the family altar,” this 
Abigail said to me recently, “but—well, 
this has done something for them!” 

Another flame leaps high before me. 
It is a bright new flame from the hearth 
of a home that has known Christ as its 





“Director of children’s broadcasts and popular story- 
teller on stations WMBI and WMBI-FM, Chicago. 


heavenly Head and unseen Guest for 
only three weeks. Their open Bible be- 
gan its work by replacing frothy litera- 
ture, while their prayers made inroads 
into television time. In short, the fire 
was burning on the family hearth. 

“Pastor,” began the sweet mother hesi- 
tantly as I visited their invalided young 
son the other day, “did you know that 
Lou has quiet smoking?” 

“No!” I said, suppressing a shout. And 
then with pretended innocence, “Was it 
affecting his health?” 

“Oh, no,” was the measured reply. “Lou 
decided that it doesn’t fit in with the 
kind of a Christian he wants to be.” 

I honestly enjoyed the whiff of that 
cigarette smoke burning up on a family 
altar. 

A tug on my coat sleeve after service 
the other Sunday night brought another 
bright glowing hearth fire to my atten- 
tion. “Do you know, Pastor,” said Mr. 
Tugger softly, “since we’ve been having 
family devotions together, it’s made a 
big change in our lives—and in our pray- 
ing, too. I notice that we’re not asking 
for things for ourselves any more—we’re 
praying for our neighbors and the differ- 
ent ones that we know are unsaved. And 
—we’ve been particularly burdened to 
pray about—about you.” 

He didn’t see my tears, but they sput- 
tered as they fell on his family altar and 
ascended to God as a sweet smelling 
sacrifice of praise for a precious family 
that prays for their needy, oh, so needy 
pastor. 

[Continued on page 366] 





these were the highlight facts: 


eleven months of 1951. 


begin this spring. 


church in the age in which we live.” 





For the Record 


HE Fire and the Hearth” is the story of the 

F family altar experience of Chicago’s Mayfair 
Bible Church—membership 150. It began some- 
what more than a year ago in the fall of 1950. 

At press time a few weeks before the close of 1951 


e All the original family altars mentioned in the 
accompanying article were being maintained and 
others being established by new converts. 


e@ Thirty souls had professed Christ as personal Saviour during the first 


e Fourteen young men were making definite plans for entering full-time 
Christian service. Nine of these were already studying for the ministry or 
mission field. Five young women had taken similar steps. 


e The church’s Bible school had grown with an increase in average at- 
tendance over the previous year of forty-five per Sunday. A Sunday school 
bus had been purchased and plans drawn up for a $75,000 Sunday school 
addition eventually to become the basement of a new church. Work is to 


e The burden to pray was increasing. “Our midweek prayer services 
are now divided in two and sometimes three groups for prayer—men, women 
and young people,” explained the pastor. “There is a growing group that 
meets before the evening service to pray for that service. 

“The young people of their own accord have banded together on Sunday 
afternoons to pray for revival and the souls that are burdening their hearts. 
Last Sunday there were seventeen there, averaging in their late teens. Often 
they get up from their knees to visit folks just before the evening service.” 

While not all that has taken place is directly traceable to family altars, 
Mr. Bartels believes that all of it had its impetus with the movement toward 
family worship. Many of the church’s homes, however, are still without 
family altars, and these are a burden on the pastor’s heart. 

‘ There is absolutely no other hope,” he says, “for ours or any other 





Mr. Bartels 
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Only a well-taught church is equipped to grow and resist false doctrine. 
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The Teaching Ministry 
of the Church 


Part I, The Relation Between Preaching and Teaching 


By Everett F. Harrison 
(All rights reserved) 


Beginning a helpful new series on one 


of the great functions of the church 


HE mission of the church is two- 
| fold, to preach and to teach. Al- 
though it may seem elementary, 
sound thinking on this subject re- 
quires that we note why preaching comes 
first and teaching follows. This is nec- 
essary not only because we see the spec- 
tacle of men endeavoring to educate non- 
Christians to Christ (or at least to 
Christian principles) , but because we are 
accustomed to label the spoken word of 
the minister as preaching even when it is 
directed to Christians and does not con- 
tain a statement of the gospel as such. 


Bible teaching son of the widely known Bible 
teacher, Norman B. Harrison, Dr. Harrison is pro- 
fessor of New Testament at Fuller Theological Semi- 
nary, Pasadena, Calif. 
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I 

We may object that the terms preaching 
and teaching are so mingled in Jesus’ 
ministry that it is difficult to give each a 
clearcut sphere of reference. Moreover, in 
several instances teaching takes prece- 
dence over preaching in the order of 
statement (e.g., Matt. 4:23; 11:1; Luke 
20:1). This apparently violates the se- 
quence outlined for the church. 

It must be recognized, however, that 
Jesus was a prophet with a message for 
Israel, the covenant people. They did not 
have to be convinced on many subjects 
vital to spiritual life, for they had been 
reared in the Old Testament Scriptures. 
They needed instruction in order to see 
things in proper relation. 


As a boy, Jesus listened to the doctors 
of the law as they taught the people in 
the temple. He adopted the same proce- 
dure later on. It is often said in the rec- 
ords that Jesus taught in the temple; it 
is never said that He preached there. 

Jesus’ preaching activity is especiaily 
connected with the proclamation of the 
kingdom of God. This is understandable, 
for such a theme not only conveyed in- 
formation, but called for decision. The 
hearer was summoned to repentance and 
faith (Matt. 4:17). 

In this work of proclamation our Lord 
enlisted the disciples also (Mark 3:14). 
But when He was surrounded by pro- 
fessed disciples, He did not preach to 
them; rather He taught them the mys- 
teries of the kingdom. Consequently there 
is no real violation of the normal order 
to preach and to teach. Insofar as the 
people of Israel intelligently filled the 
place of the covenant nation, they could 
be instructed; but insofar as they were 
out of adjustment to the will and purpose 
of God, they needed the awakening which 
only preaching could provide. On the 
other hand the disciples, having commit- 
ted themselves to the Master in faith, 
needed only instruction. 

Before He returned to the Father, Jesus 
left the responsibility for testimony in the 
hands of the close followers whom He had 
trained. In briefing them on their mis- 
sion, He used certain expressions which 
have become familiar to us: to bear wit- 
ness (Acts 1:8), preach the gospel (Mark 
16:15), and make disciples (Matt. 28:19). 
It is true that the word mathéteu6, used 
in the last passage, can mean “to in- 
struct.” Such is its meaning in Matthew 
13:52. But this does not furnish author- 
ity for trying to make converts by giving 
instruction in the elements of the Chris- 
tian faith and thus bettering the society 
of mission lands, while by-passing the 
necessity for the new birth. 

The meaning of mathéteu6 is clarified 
for us in Acts 14:21, where we learn that 
Paul and Barnabas, as a result of preach- 
ing the gospel in Derbe, made many dis- 
ciples. Discipleship resulted from the 
preaching of the gospel. That the disci- 
pling of all nations involves preaching 
(as distinct from teaching) is really im- 
plied in Matthew 28:19, for the command 
to make disciples is followed by the com- 
mand to baptize, and this in turn by the 
command to teach. It is quite possible 
that mathéteud is intended to compre- 
hend the whole program — preaching, 
baptizing, teaching. But at any rate it 
does not eliminate the necessity for 
preaching. 

In the apostolic age, the distinction be- 
tween preaching and teaching is usually 
obvious. There are allusions to teaching 
in Acts, since converts were being made 
constantly and had to be cared for; but 
the great emphasis falls upon proclaim- 
ing the gospel. Correspondingly, though 
there are occasional references to preach- 
ing in the epistles, the instruction of 
converts is the principal concern. 

It is clear that the New Testament 
does not entertain the possibility of edu- 
cating the unsaved man in the secrets of 
Christian life. The natural man receives 
not the things of the Spirit; they are 
foolishness to him. These things are 
spiritually discerned. The unsaved man 
lacks the possibility of this kind of 


Moody Monthly 


“9 





m 
til 


cul 
cor 
wit 
but 
cifi 
stri 


to t 
oth 
cos 


“unc 


pro 
(cf. 
abo 
tear 
ter1 
wer 
ligh 


Jan 





emma name ean 8 


PRR SESE 


RR PT 








‘under instruction, which was 


knowledge which comes only through the 
Spirit. Since he lacks the Spirit, he 
lacks also the knowledge which the Spirit 
imparts (I Cor. 2:14; Rom. 8:9). The 
Spirit will only illumine the unsaved man 
to the extent of convicting him of his 
need for salvation and of the sufficiency 
of Christ as Saviour. 

When professing Christians who sit 
under the teaching of the Word for a 
sustained period show no grasp of the 
truth or growth in grace, it is time to 
inquire if they know the Lord in a per- 
sonal sense. So great has been the pres- 
sure to get people into the church with- 
out due attention to regeneration that 
many of our congregations represent fer- 
tile fields for evangelism. 


II 

So far we have emphasized the need 
for preaching. It is clear that from the 
beginning the gospel had a specific con- 
tent. The gospel spoke of the good tid- 
ings that God had sent His Son into the 
world to redeem sinners. Christ’s re- 
deeming acts were His death and resur- 
rection. These together make up the 
kerygma (the preached mes- 
sage, from kéruss6—to pro- 
claim as a herald). The 
death may be stressed in one 
passage, as in I Corinthians 
1:23, or the resurrection in 
another, as in I Corinthians 
15:14, but the kerygma in- 
cludes both. 

The church had also its 
didaché (from didask6 — to 
teach) or message of instruc- 
tion, as distinct from its 
message of salvation. It must 
be granted that as outsiders 
used it, teaching could be 
synonymous with the gospel. 
Pilate interrogated Jesus 
about His teaching (John 
18:19). The Sanhedrin 
accused the apostles of fill- 
ing Jerusalem with their 
teaching (Acts 5:28). Prop- 
aganda is the idea here. 
Sergius Paulus was aston- 
ished at a teaching which 
substantiated itself by mi- 
raculous power (Acts 13:12). 
The Athenians looked on the 
teaching of Paul as some new 
philosophy (Acts 17:19). In 
all such cases the word 
teaching denotes the plat- 
form of Christianity, its pe- 
culiar tenets. We are not 
concerned . here, however, 
with this use of the word, 
but only with its more spe- 
cific application to the in- 
struction of converts. 

A key passage is Acts 
2:42. Those who responded 
to the preaching of Peter and 
others on the day of Pente- 
cost were immediately placed 


probably carried on daily 
(cf. 2:46). Nothing is said 
about the content of this 
teaching. Probably the ex- 
ternal facts of Jesus’ career 
were touched upon, but more 
lightly than in the case of 
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Gentiles who came into the church later 
on: These Jewish converts already knew 
something of Jesus’ life, for they had 
been dwelling for some time in Jerusalem 
where the Lord had taught frequently in 
the temple and where His death must 
have created a profound impression. 

If the apostles were true to the charge 
laid upon them by Jesus, they must have 
given chief consideration to the things 
which He had not only taught them, but 
in His final directions to them had in- 
sisted they pass on to others for their 
observance (Matt. 28:20). So the ethical 
element was not lacking. The instruc- 
tion must also have included a restudy 
of the Old Testament such as the Lord 
Himself had given the apostles between 
the resurrection and the ascension, so 
that the age of fulfillment could be ap- 
preciated against the broad background 
of prediction. 

As a result of this teaching, when the 
Jerusalem church found itself scattered 
abroad, following the death of Stephen 
(Acts 8:1, 4), it was in a position to make 
an intelligent presentation of the Chris- 
tian message—both what Christ had done 
and what those who put their trust in 


How silently the night has shaken 
From clouds its glories on the lands! 

How swiftly crystal stars have taken 
From darkness light! Who understands 

Whence this lacework frail as metal 
Wrought in finest filigree, 

Like a fragile wonder petal 

Wrapped in deepest mystery? 


Trees and rivers, vales and mountains, 
Sleeping ’neath the silver grow— 

Yet whose wisdom fathoms fountains 
Whence these streams of starlets flow? 

Six-rayed emblems, sparkling, gleaming, 
Intermeshed of pure design, 

Tracery from centers streaming, 
Woven intricately fine! 


Answer me, O man of learning, 
Scientist with microscope, 
Through the ages ever yearning 
For the secret: Who can grope 
Frozen geometric matter? 
Reason must be cast to sea, 
For man’s theory is patter 
Solving God-made symmetry! 























































Him were expected to do. 

Only as the church was adequately in- 
formed could it successfully propagate 
itself. And the same instruction which 
equipped it for this task also provided 
the means of defense against malicious 
attack by opponents and by false teachers 
who sought to capture certain elements 
of Christian truth and pervert them to 
their own ends. In every age an in- 
formed church is a strong church. 


Ill 

One other passage should be cited. In 
Romans 6:17, the revisers of 1881 com- 
pletely altered the sense, and correctly so. ° 
Instead of speaking of the form of doc- 
trine which was delivered to the Romans, 
the text plainly means that Christians 
were delivered to a certain form of teach- 
ing. It was a pattern to which they were 
committed from the time of their con- 
version. The word form is literally type, 
and it presupposes a standard in use 
everywhere. Paul did not establish the 
Roman church, but he was sure that the 
instruction received there was so akin to 
his own teaching that he could build 

[Continued on page 333] 
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China, dropped into the mail box 

of a home on the West Coast. The 

arthritic slit the envelope carefully 
so that the stamps would not be torn. 

Only then did she read the letter. For 
that stamp was not a bit of useless paper 
to be thrown into the trash and burned. 
Cut with a quarter inch of envelope to 
protect the edges, that stamp was sent 
to serve the cause of Christ. 

How did a cancelled stamp do this? 

It went, with several others, to Susie 
Wysong, head of the Shut-in Missionary 
League. Miss Wysong sent them with 
others received that month, to the gen- 
eral secretary of a mission board which 
carries on work in Africa. He sold them 
to an agency without disclosing the use 
to which the money would be put so as to 
avoid commercializing missions. 

When the money reached a certain 
mission station in Africa, Kasua, a young 
native, was at the station dangerously ill. 
He had been mauled by a lion and blood 
poisoning had set in. Modern medical 
skill and drugs bought with money from 
the cancelled stamps were instrumental 
in his recovery. 

When Kasua was well enough, the mis- 
sionary asked him to her cottage. For 
nearly two hours she spoke of sin and 
saivation. But Kasua was absorbed in 
studying the strange things he had never 
seen before—a table, chairs and a stove. 
Finally the missionary quoted I Peter 
5:8: “Be vigilant; because your adversary 
the devil, as a roaring lion, walketh 
about, seeking whom he may devour.” 
His interest aroused, Kasua saw Christ 
as his Saviour and accepted Him. 


A LETTER postmarked Shanghai, 


+ Ir was to reach such as Kasua that 
the Shut-in Missionary League was 
founded in 1936 by Miss Wysong. A 


A registered nurse by profession, the author is her- 
self a shut-in and member of the league about which 
she writes. She makes her home in Tucson, Ariz. 
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motherly woman with 
graying hair, she was 
teaching a class of 
junior boys at the time, 
but she longed to do 
more for her Lord. 
Seriously handicapped 
since a fall in infancy, 
she could find no field 
of service until she saw an advertisement 
in Moopy Montuiy that ran something 
like this: 


“Help support missionaries with can- 
celled stamps.” 


Miss Wysong responded to the ad, and 
letters flew back and forth. She learned 
that there were missionaries who were 
ready and anxious to go to the field, 
but they could not because of lack of 
money. Cancelled stamps which would 
otherwise be destroyed as worthless could 
help send them. Here was something 
shut-ins could do. Most of them carried 
on extensive correspondence, often with 
persons all over the world. 


From three members here and one in 
England, the Shut-in Missionary League 
grew until it had to be divided into 
Eastern and Western circles. There are 
only four simple requirements for mem- 
bership. Each shut-in must be (1) born 
again (John 3:7); (2) wholly yielded to 
the Lord (Rom. 12:1, 2); (3) missionary- 
minded (Acts 1:8), and (4) affiliated with 
some fundamental church if possible. 


Members are added one by one. When 
someone hears of an individual who 
seems to fill the organization’s four re- 
quirements, that person is invited to join. 
There are no dues or subscriptions. 


Each month Miss Wysong writes and 
mails a mimeographed bulletin to each 
member. In it are poems, helpful in- 
formation and bits of chatty, informal 
news. A typical bulletin may include such 
items as: 

The Christian League for the Handi- 
capped has a Dollar-a-Month Club. 
Please pray that many will help. 

Vera has been ill, but is better. Pray, 

lease. We are so thankful that Mercy 

“ home again and well on her way 

to recovery. Praise our heavenly Father 

for answered prayer. 

Sorry to hear that Violet is ill, but 
glad she is better and able to go out 

with the gospel team again. 


When you’re tempted to do 


less than your very best for 


Christ, remember the— 


Shut-ins 
in His Service 


By FLORENCE H. PLUMSTEAD 


+ Tue League’s Eastern circle is headed 
by Audrey Randall, handicapped since 
birth. Although she has not walked since 
she was thirteen, she has been secretary 
and treasurer of the Women’s Missionary 
Society of the church she attends. At 
one time, she served as Sunday school 
treasurer, and has completely handled 
the position of assistant Sunday school 
superintendent. 

The Western circle is headed by a polio 
victim. For years she cared for a large 
home and an invalid father, doing all 
the work that could be done from a wheel 
chair and on crutches. 

Each of the leaders sends out a “round 
robin” letter every three months. On 
receiving the bulky envelope (rules call 
for a six-cent postage limit) the in- 
dividual member removes the letter he 
had previously enclosed, and replaces it 
with a new one. 

The men do not have much trouble 
confining themselves to one sheet, but 
women members are likely to write on 
both sides of the paper, leaving little if 
any margin. There is so much to tell of 
both joys and victories: a new grand- 
child, progress toward greater usefulness, 
the salvation of a loved one long prayed 
for. Sometimes a favorite verse, quota- 
tions from a sermon or prayer requests 
take most of the paper. Always there is 
praise for answered prayer. The one thing 
these letters do not contain is self-pity or 
rebellious questions. 

The cancelled stamps come from many 
different sick rooms, from private homes, 
hospitals, homes for the aged and from 
lonely furnished rooms. At one hospital 
a paraplegic makes novelties of wood— 
clever bits for which he finds ready sale. 
The cancelled stamps that come in re- 
sponse to his letters help send mission- 
aries to the field. 


+ Many of the Shut-In League’s mem- 
bers keep busy in unusual ways. For over 
seventy-eight years, Myrtle Allison has 
been partially paralyzed. Yet she has 
earned some forty-seven diplomas from 
radio Bible classes broadcast from Chi- 
cago’s Moody Bible Institute. She and 
Miss Wysong find great satisfaction in 
their many completed Bible courses. 
Mary MclInroy, once a _ champion 
motorcycle rider, has a wide and varied 
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ministry. In spite of great difficulties, 
she writes a mimeographed letter, run- 
ning into several pages every month, and 
mails copies to hundreds of friends. The 
“Linnae Blooms” is full of Bible truth, 
personal messages and bits of wisdom, 
with a special page for youngsters. 

She also raises canaries and hamsters, 
with some of the canaries going as gifts 
to invalids who would otherwise be un- 
able to have them. Children in her neigh- 
borhood come to see the pets and stay 
to hear of Jesus and His love. Only eter- 
nity will reveal how many have been won. 

From another sick room, a tiny one 
that has been a gateway to God for 
many through the years, comes poetry 
as well as stamps. To untold millions 
all over the world these poems have 
brought salvation, rest and comfort. The 
poet, Martha Snell Nicholson, has never 
lost her sense of humor, her keen interest 
in everyone, even the passer-by, nor her 
intense desire to win even the most 
casual acquaintance to Christ. 

Six books of poetry have come from her 
pen, poems of her home, her friends and 
those who pass her door. All are centered 
on her Saviour and the hope of His soon 
return. Nearly two million of her poems 
in tract form have gone to the ends of 
the earth. 

All members of the Shut-in Missionary 
League are prayer warriors, claiming 
I Samuel 30:24. Though they must “tarry 
by the stuff,” instead of going “down to 
battle,” they carry the load of prayer 
while the missionaries toil. 


+ Two members of the league are 
privileged to be home missionaries. One, 
Mercy Pietsch, is the daughter of Dr. 
W. E. Pietsch, pastor and radio teacher. 
In July, 1944, while a missionary in 
Kentucky, she was stricken with polio. 
For several years she prayed that she 
might recover and go back to her work. 
She has never recovered, but she has 
gone back, though in a wheel chair. 

For six months she taught in the hills, 
the children pushing her chair. Now she 
is continuing her ministry in a book 
room opened to serve a vast area in her 
part of the country. Orders come from 
all over the United States and Canada, 
and the cancelled stamps go to Miss 
Wysong. 


Mercy Pietsch, one of the Shut-In Missionary 
League's two home missionaries, carries on her 
work through a book room. 
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Can You Help This Shut-in? 


Moody Monthly 
820 N. LaSalle St. 
Chicago 10, Ill. 


Gentlemen: 
Your magazine is a regular visitor to our home and is much appreciated. 


This letter is being written on behalf of my sister in the hope that some- 
one may be able to offer some suggestions to help her. Through ill health 
of long standing she is confined to the house. She can get around, but can- 
not go out alone. . 


A Christian woman in her early forties, and a graduate of the Christian 
and Missionary Alliance Institute of Toronto, she feels she should be doing 
Christian work. Still she does not quite know what to do or how to go 
about finding out what could be done by one in her situation. 


I thought perhaps if even a part of this letter were published in Moopy 
MONTHLY, someone might have an idea which would just suit her need, 
and to this end-I am praying. With grateful thanks. 

Sincerely yours, 


MARGARET L. JACKSON 
* * *x 


Can you help Miss Jackson’s sister and other Christian shut-ins in need 
of practical advice? Write your suggestion in a letter of not more than 350 
words and send it to Moopy MonrtuHLy, 820 N. LaSalle St., Chicago 10, Ill. 
Writers of letters selected for publication will each receive a free copy of the 
new 128-page Moody Colportage Library book, Winsome Witnessing by Mary 
Terry. All letters will be forwarded to Miss Jackson and none can be re- 


turned. 











In the summer of 1950, Mercy and her 
mother spent several weeks at Camp 
Hope, a summer camp particularly suited 
to the limitations of the wheel chair and 
crutches. It is owned and operated by 
the Christian League for the Handi- 
capped. Here several of the Shut-in Mis- 
sionary League met to forget everything 
but the joy of Christian fellowship and 
Bible study. 

The other home missionary is a Jewish 
boy, George Rudolph. Paralyzed from the 
waist down as the result of an accident, 
he was introduced to the Lord Jesus 
Christ during his convalescence. After 
much inner conflict, the boy accepted his 
Messiah and dedicated his life to God’s 
service. 

Studying by mail with the help of 
Moody correspondence courses, he be- 
came an ordained minister and has done 
some preaching from pulpits. Since God 
has freely given to him, he refuses pay- 
ment, but lives by faith alone. Most of 
his work is done by mail and by phone. 

A former member of the Shut-in Mis- 
sionary League was used to win at least 
150 persons to Christ before he was called 
to his heavenly home. Jack Massie could 
move only his right hand, but he was 
able to write legibly. Even when his jaws 
became set and it was almost impossible 
to speak, he never refused a call for help. 
Later he learned to speak again dis- 
tinctly, enough even for long distance 
calls. 

There is no record on earth of the 
number or the value in money realized 
from the stamps sent in by any member 
of the Shut-in Missionary League. Far 


less can anyone measure the worth of 
their daily service as they pray and wit- 
ness for their Lord. 

Someday, perhaps very soon, however, 
in bodies free from the infirmities which 
have bound them here on earth, they 
hope their Saviour and Lord may say of 
their service this simple word of com- 
mendation: “They have done what they 
could.” 

> 


SPECIAL SEASONS OF PRAYER 

“He went up into a mountain apart to 
pray, ... and was there alone.”—Mat- 
THEW 14:23. 

All that have a care to walk with God, 
fill their vessels more largely as soon as 
they rise, before they begin the work of 
the day, and before they lie down again 
at night: which is to observe what the 
Lord appointed in the Levitical ministry, 
a morning and an evening lamb to be 
laid upon the altar. So with them that 
are not stark irreligious, prayer is the key 
to open the day, and the bolt to shut in 
the night. But as the skies drop the early 
dew and the evening dew upon the grass, 
—yet it would not spring and grow green 
by that constant and double falling of the 
dew, unless some great showers, at cer- 
tain seasons, did supply the rest; so the 
customary devotion of prayer, twice a 
day, is the falling of the early and the 
latter dew; but if you will increase and 
flourish in the works of grace, empty the 
great clouds sometimes, and let them fall 
into a full shower of prayer: choose out 
the seasons in your own discretion. when 
prayer shall overflow, like Jordan in the 
time of harvest. —Jeremy Taylor 
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Must the U.S. drift into 

unwanted war? Challenged by the 
imaginary account of 

“The War We Do Not Want" in a _/ 
recent issue of Collier's, 

a West Coast pastor 

replies with this striking 

picture of the future 

as it could be. 

Set your thinking ahead 

to 1960, then read 

oT heWar That Didn't Happen!" 


U. S. Coast Guard photo 


January 1, 1960 


It almost sounds like a bad dream now, that just eight years ago we felt ourselves 
on the brink of World War III. Nations were rising against nations. Korea was a 
rocky accordion over which armies had played the dirge of death and Heartbreak 
Ridge was etched in the consciousness of parents, wives and friends whose hearts 
had also been broken on its sharp stones or beside its gullies. 

The United Nations poised itself like a daring diver over oil from the wells of 
Iran, preparing to plunge into flames of frustration, and England was cheering an 
old man clambering back into the thick of battle. Police blotters bore mute evidence 
of what was happening in the United States. No need to bother with names—just 
look at the age column and the charge: “16, burglary; 15, theft, rape; 17, murder; 
14, attempted extortion, assault; 11, car stealing, vagrancy; 12, 16, 14...” And 
other records showed matching accounts of petitions for divorce, divorce, divorce. 

And then— Then one Sunday in 1952 a drop of water fell upon dry ground. To 
it was added another and another until there was a mounting pool; then a surging, 
flowing, mighty river, streaming forth in every direction to wash away the filth and 
fear and problems of men. With its gracious tide it also carried away a war we did 
not want, but a war which scowled down upon every nation like a terrifying specter. 

And what was the drop—that first drop which became the cleansing stream? It 
was a tear of repentance that glistened momentarily in a human eye, carrying in 
its crystalline depths the full weight of a broken heart and contrite spirit. But 
that brings us to our story. 


T was a Sunday morning like multi- “You sit quiet in church.” And in a small 
tudes of Sunday mornings before it. study of an ordinary little church a quite 


Some slept late, some went fishing, 
some grumbled as they prepared for 
church, some sang, some washed the chil- 
dren’s ears with a startling gusto, warn- 
ing each youngster of the household, 
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ordinary preacher was on his face before 
God. 

His sermon was not unusual, unless 
some noticed that the preacher’s voice 
wavered occasionally as though he were 





ready to sneeze or cough or cry. Every- 
body had heard it before—“We need re- 
vival!” A few faithful prayer meeting 
deacons and elders nodded; a couple said 
“Amen!” 

Then the man of God took on new 
strength. He pointed his finger straight 
ahead, swept the room in a circle of in- 
clusion for what he was about to say, 
then clenched both fists against his 
breast and declared, “You and I... you 
andI...I need revival...” 

It was very quiet. Someone coughed a 
bit, a child’s foot scraped the floor. A 
young smart aleck in the choir winked 
and nodded. 

“We need revival,” said the preacher. 
“Not the sinners—there’s nothing in 
them to revive. Not the ordinary church 
members, not the ones who never come, 
not the slackers, the laggers, the spirit- 
less, the worldly folk who seldom come 
to services—but you and I. You who are 
the most faithful in giving and praying 
and reading the Bible, who have family 
altars . . . and I—I who preach to you, 
who pray for you every day, who visit 
in your homes. But I...I...1...” 

His voice faltered, and it was then the 
tear splashed down and broke into a 
little pool at the base of the lens of his 
glasses. “I confess that I have a cold 
heart ...I want revival. O Lord, revive 
me... revive me again.” 

If the preacher had prayed for a great 
moving in response to this peculiar out- 
burst, he had no such answer. It is 
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By Louis P. Lehman, Jr. 


rather thought that this man of God, 
whose name no one remembers now, 
meant only what he said. He wanted to 
be revived—and he was. 

He stood for a moment with bowed 
head; then slowly left his pulpit, walked 
down before it, and knelt. There is no 
record that he shed more tears. Some 
choir members stood to see what had 
happened to the preacher, and saw him 
kneeling. They looked at each other in 


“amazement. An elderly man known for 


his saintly life joined the pastor, kneeling 
and weeping as though his heart would 
break. The choir somewhat uncertainly 
sang the closing benediction response, 
and everyone hurried home to dinner— 
except five people who joined the kneel- 
ing pastor. 


+ But that afternoon in that community 
several doorbells were rung and some 
apologies were made to various people. 
Some people wrote checks for unpaid 
debts, and the church was full that night. 
Another church nearby was also full, and 
its excited preacher found someone with 
pictures to show to keep folks entertained 
while he dug out a better sermon than he 
had planned to preach. 

Prayer meeting that week took on new 


Mr. Lehman is pastor of the Evangel Baptist 
Church of Portland, Ore. “The War That Didn’t 
Happen’’ was first presented as a radio message on 
Station KWJJ, Portland. 
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life, and then ten miles away another 
community heard of this and called the 
preacher to their church. This also hap- 
pened in larger communities .. . until 
Portland, Los Angeles, Denver and Wash- 
ington, D.C., felt it, too. And then sud- 
denly the fire was everywhere. 

Communism and radicalism also arose 
in startling fury. Deeming that religious 
fervor made weak enemies, they flared 
into open persecution in large city areas. 
Many Christians were persecuted, driven 
from their homes. A few were martyred; 
Bibles were burned. Soviet Russia pro- 
voked crises in Europe and Asia. But the 
havoc wasn’t enough to set off a war or 
dull the revival. 

Persecuted believers in American cities 
fled to rural areas; revival journeyed with 
them, with fresh outbreakings of re- 
ligious zeal springing up in even remote 
and seemingly disconnected communities. 
Canada became a spiritual workshop, full 
of both revival and missionary zeal. 

England and Mexico broke forth simul- 
taneously, as Canadians went to England 
to win their old-country relatives to the 
Lord, and Americans in the South crossed 
the Rio Grande to find respite from per- 
secution and a new missionary field. Cen- 
tral America, South America and Hawaii 
—which had been thought of as a play- 
ground—became stepping stones of re- 
vival to the South Pacific and the Orient. 
Australia felt it because of a few English- 
men who wrote to relatives and friends. 

And across the channel to Europe went 
the English, aided by Scandinavians who 


Galloway photo 


seemingly were waiting for the spark to 
begin anywhere. Eagerly they poured out 
of their strongholds of neutrality with 
the most positive message of the gospel 
that Europe had heard in five genera- 
tions. 

There was an attempted atomic bomb 
attack, but the timing was wrong and 
the bomb exploded prematurely, damag- 
ing but a small area and killing no one. 
This was reported as due to lightning, 
but it appeared that something else must 
have happened, inasmuch as meteorolo- 
gists had no record of electrical storms 
in the area where the bomb exploded. 


+ In America strange things happened, 
apparently coincidentally: a new unity 
took hold of the church without de- 
nominational or political pressures of any 
kind. Many liberal ministers professed 
conversion and began preaching on such 
a theme as the blood of Christ. Other 
churches attempted to stand against the 
tide, calling it fanaticism; some of them 
continued, some closed. 

And then economic crisis hit the coun- 
try. Panic seemed certain for a few days, 
and just as every financial institution 
of the nation—every business—saw the 
shroud of bankruptcy falling upon it, a 
new impulse swept America. 

A nation-wide radio and television 
hook-up brought the members of Con- 
gress, the leaders of business and govern- 
ment, the President and his cabinet, into 
the front rooms of every American home. 

[Continued on page 359] 
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ingstone, mission work in Africa has 

held a place of fascination for the 

missionary-minded Christian. Now, 
in 1952, a backward glance may give new 
perspective as we face the future. 

It was my privilege to have first-hand 
contact with mission work in the Dark 
Continent in Egypt fifty years ago as @ 
short term teacher. Five years later I 
went to the Anglo-Egyptian Sudan as a 


Ses the days of Stanley and Liv- 








Above, native 


Ethiopian 
woman pounds grain. Below, a Coptic priest. 
The fly switch in his hand has been made from 
the tail of a monkey. 


Typical scenes. 





The northeast Africa in your headlines today is 


a land of contrast and constant change. Here is 


a portrait of this challenging area by a veteran 


missionary appraising years of gospel impact. 


Reseeing Northeast Africa 


pioneer worker among two tribes whose 
language at that time had not yet been 
reduced to writing. 

Recently I had the opportunity to re- 
visit those scenes of former labor and 
evaluate anew the work of missions in 
Egypt, the Anglo-Egyptian Sudan and 
Ethiopia, all in northeast Africa. As a 
result, I came back to America with some 
very deep and abiding impressions with 
regard to mission work in that section of 
the Dark Continent. 


+ First, northeast Africa is a rapidly 
changing world. Today one finds the old 
and the new side by side. The camel and 
the donkey wend their ways through 
busy byways, carrying their burdens as 
of old, while the motor truck and the 
railway carry their loads of freight. Yet 
in the fields the camel and the ox or 
donkey are yoked together, pulling crude 
plows such as were pictured on the an- 
cient monuments dating back to the days 
of Abraham. Time and distance are 
diminishing. Recently we made a trip in 
one hour and fifteen minutes that for- 
merly had taken me more than a month. 

Three primary factors enter in to 
make this changing world. 

Of prime importance is the advent of 
the airplane. Forty-eight years ago I en- 
tered theological seminary at Xenia, 
Ohio. At that time about eighteen miles 
away at Dayton, the Wright brothers 


These missionaries, homeward bound on furlough, will lon 


By E. L. McCreery 


were experimenting with their first air- . 


plane. During the relatively short time 
since, air transportation has come into 
being. On our recent visit to Africa we 
flew from Khartum south to Malakal, a 
distance of 560 miles, in about three 
hours. This trip formerly took seven or 
eight days by river steamer. 

The majority of passengers on our 
flight were native Sudanese — among 
them a Shulla chief and his bodyguard 
returning from a visit to the capital of 
the Sudan. Forty-five years ago a mem- 
ber of one tribe would rarely venture be- 
yond his own tribal boundaries. Now time 
and space seem to be almost obliterated. 

In Ethiopia we traveled by plane in 
four hours a distance that formerly would 
have required four weeks. There the 
cheapest way to travel is by air, and 
missions find that air freight is the 
cheapest way to move goods. In thirty 
minutes we covered a distance formerly 
requiring seven days. What a saver of 
time and energy is this newer mode of 
travel! 


+ ANOTHER factor contributing to this 





A pioneer missionary in the Anglo-Egyptian Sudan 
under the United Presbyterian board, Dr. McCreery 
reduced two native languages to writing for Scripture 
translation. Following his return to this country for 
reasons of health, he was on the faculty of Moody 
Bible Institute, the Bible Institute of Los Angeles 
and Western Bible College, finally serving as acting 
president of Westmont College until his retirement in 
1948 


remember the group of native 


Ethiopian Christians which gathered to see them off at the Addis Ababa railway station. 
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changing world has been the advance in 
education. Fifty years ago in Egypt, edu- 
cation was almost wholly in the hands of 
the missionaries. While Cairo boasted of 
the El Azhar University, it was really a 
university only in name. Rather it was a 
school of Moslem theology. Higher edu- 
cation in government schools was very 
limited. There were no medical schools 
worthy of the name in the country. 

Now this is all changed. The influence 
of such mission schools as the Presby- 
terian College and University at Beirut, 
Syria, and Assiut College at Assiut, 
Egypt, have left an indelible imprint on 
the valley of the Nile and the Near East. 

The education of Egyptian girls was 
then in its infancy. Now the American 
College for Girls at Cairo under the 
American Mission of the United Presby- 
terian Church has had a large place in 
the training of women leaders of Egypt. 
One of Egypt’s finest Christian young 
women trained here at Cairo has been an 
influence of considerable weight in the 
meetings of the United Nations. The 
emancipation of women in northeastern 
Africa is one of the by-products of Chris- 
tian education fostered through the work 
of Christian missions. 


+ Now let us go to the Sudan. Here 
again the foundations for the education 
of the Sudanese were laid by the mis- 
sionaries. In 1907 my wife had the privi- 
lege of starting the first boarding school 
for girls in the Sudan. That work was 
begun in Khartum North. About the same 
time, 560 miles farther south among the 
pagan tribes of south Sudan, missionaries 
were at work reducing the language of 
the Nilotic tribes to writing in order that 
they might be given the gospel. In 1910 
the Gospel of John was printed by the 
American Bible Society in the Shulla 
language, the first book ever printed in 
the language of that people. Getting the 
boys to attend school was a trying and 
discouraging task for those early mission- 
aries. 

What a change has taken place since 
then. The chiefs of villages are clamor- 
ing now for schools and more schools. 
Today a village without a school is in- 
deed a backward village. At Obel, only 
three miles distant from where the first 
efforts were put forth in school work, 
there is now a teachers training school, 


_ preparing teachers for the Shulla, the 


Dinka, the Anyuak and the Nuer tribes. 
Forty years ago, the only relations be- 
tween these four tribes was intertribal 
war. Now in the same classroom boys 
from all four tribes are being taught in 
English as trainees, that they may go 
back to their tribes as teachers, estab- 
lishing schools for their own people. 

Do you appreciate what a wonderful 
thing it is to be able to read and write? 
I first realized this one day about forty 
years ago while working with Dr. Thomas 
A. Lambie among the Nuers. I was busy 
at some distance from the tent which 
housed my tools and would frequently 
send a note by one of the Nuers asking 
Dr. Lambie for a chisel or saw or trowel. 
The native boys marveled at such a feat. 

“How can one white man know what 
is in the mind of another white man 
simply by looking at some marks on 
something white?” they asked. 

What a privilege it is to introduce to 
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any people this wonderful skill which be- 
comes the avenue for conveying God’s 
message to lost men and women! 

Those people have gone a long way 
since that day forty years ago, for now 
among all four of those tribes of the 
upper Sobat there are those who can read 
and write their own language, and also 
numbers of them (i.e., the native school 
teachers) who can also read and write 
English. What a new world has been 
opened to them! 

Today the Sudan government has a 
department of education, with a well 
planned and expanding program. I know 
of no other mission field where the gov- 
ernment is giving more encouragement 
and aid to missions in their educational 


Egypt—like much of 
northeast Africa—is a 
curious blend of the old 
and the new. Modern 
highways pass by the « 
centuries-old pyramids, 
and ultramodern apart- 
ments, such as the one 
below, rise above many 
of Cairo's streets. Acme 


photos. 


at 


work than does the Sudan government 
today. 

Recently their minister of education 
said: “It is bad to educate without a re- 
ligious basis. We must provide religious 
facilities.” Think of that coming from a 
Mohammedan minister of education! 
How different indeed from the situation 
forty years ago. 


+ A THIRD important factor in shaping 
this changing world is the almost uni- 
versal growing national consciousness. 
This is notably manifest in the movement 
toward self-government. In Egypt, where 
Great Britain has guided that backward 
nation in countless ways, the nationalist 
[Continued on page 342] 
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The Sheep and the Goats 


By CARL ARMERDING 


[ALL RIGHTS RESERVED] 


Awesome scenes of judgment and justice pass in review 


as our Lord concludes His great prophetic discourse 


this, the closing portion of the Olivet 

Discourse, we have seen the Lord 

both as a Bridegroom and as a Busi- 
nessman. In this last part we see Him 
as the Son of Man coming in His glory, 
accompanied by all of the holy angels. 
And “then shall he sit upon the throne 
of his glory.” 

At present He sits upon His Father’s 
throne (Rev. 3:21), “on the right hand of 
the Majesty in the heavens” (Heb. 8:1); 
upon “the throne of grace” (Heb. 4:16). 
The change to “the throne of his glory” 
indicates a change of dispensation. It 
indicates the taking unto Himself His 
“great power” (Rev. 11:17). And even 
though no mention is made of the Church 
in the Olivet Discourse, we know from 
Colossians 3:4 that “when Christ, who is 
our life, shall appear, then shall ye also 
appear with him in glory.” 


I: the sections immediately preceding 


I 

Then shall all the nations be gathered 
before Him. Presumably these nations are 
Gentiles as distinguished from the Jews. 
It is in this way that the term “nations” 
is commonly used in the Scriptures. But 
it should be observed that these are liv- 
ing nations. Nothing is here said about 
the resurrection of the dead. As a matter 
of fact, there is no reference to the resur- 
rection of the dead anywhere in the Oli- 
vet Discourse. The events described 
therein have to do with those living on 
the earth at that time, and not with 
those who have died. 

Then shall He who knows the hearts 
of all men “separate them one from an- 
other, as a shepherd divideth his sheep 
from the goats.” This reference to the 
practice of a shepherd is most interesting. 
In the Old Testament we find that the 
Messiah is often presented as a shepherd. 
The Shepherd of Psalm 23 is the King of 
Glory of Psalm 24. In Psalm 80 we see 
Him as the Shepherd of Israel enthroned 
between the cherubim. And in Ezekiel 
34:12 we hear the Shepherd Himself say- 
ing, “As a shepherd seeketh out his flock 
in the day that he is among his sheep 
that are scattered; so will I seek out my 
sheep, and will deliver them out of all 
places where they have been scattered in 
the cloudy and dark day.” Even though 
these passages speak particularly of His 
relationship to His ancient people Israel, 
nevertheless they do not preclude the 
idea of a similar relationship to others as 
well. 

Having divided the nations into two 
groups, He now assigns them their places, 


Dr. Armerding is a member of the faculty of 
Wheaton College. Wheaton, Ill., and pastor of Col- 
lege Church of Christ, Wheaton. 
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“the sheep on his right hand, but the 
goats on the left.” The right hand is the 
place of honor (Ps. 45:9; 110:1). When 
Jacob put his right hand upon the head 
of Ephraim, he was honoring him above 
his brother Manasseh (Gen. 48:9-20). But 
in the case now before us the goats are 
not merely secondary to the sheep; they 
stand out in contrast to them. Since both 
sheep and goats are clean animals ac- 
cording to the law of Moses, we may 
wonder why the goats should be used 
here in contrast to the sheep. 

It is quite possible that the goats here 
stand for those who outwardly profess to 
be righteous. That would be in keeping 
with what they would naturally claim for 
themselves. Outwardly they wear the 
clothing of a clean animal, but “inwardly 
they are ravening wolves” (Matt. 7:15). 

He who sees not as man sees, however, 
is well able to penetrate that disguise. 
In Ezekiel 34:17 we hear Him saying, “As 
for you, O my flock, thus saith the Lord 
God; Behold, I judge between cattle and 


Concluding a series of studies 
on the Olivet Discourse 


Matthew 25:31-46 


cattle, between the rams and the he 
goats.” These “he goats” are also referred 
to in Isaiah 14:9 as “the chief ones of 
the earth,” the same Hebrew word be- 
ing used in both places. They are evident- 
ly leaders who have abused the flock 
(see Ezek. 34:18-22). 


II 

In the passage which we are studying, 
however, the emphasis is upon their ne- 
glect of a group whom the King refers 
to as His “brethren.” Failure to dis- 
tinguish this third group has led to much 
confusion in the interpretation of this 
portion of the Word. And yet it is per- 
fectly plain that they are distinct from 
both the sheep and the goats. Everything 
here hinges on the treatment which they 
received, or failed to receive, as the case 
might be. 

Note first of all that in addressing 
those on His right hand, the King refers 
to them as the blessed of His Father for 
whom a kingdom has been prepared ever 
since the world was founded. What the 
Lord is about to do now is no after- 
thought; it was His forethought. It was 
as sure when He purposed it as if it had 
been already accomplished. No power, 
however great, can thwart His purpose. 
The intervening centuries are but an epi- 


sode. A thousand years in His sight are 
but as yesterday when it is past, and as 
a watch in the night (Ps. 90:4). 

All the purposes of God revolve around 
and center in His Son, and, incidentally, 
those who are identified with His Son. It 
is touching indeed to hear the King refer 
to the latter as His “brethren,” and to 
their distress as His own. “In all their 
affliction he was afflicted” (Isa. 63:9). 
Says He to those on His right hand, “I 
was a hungered, and ye gave me meat: 
I was thirsty, and ye gave me drink: I 
was a stranger, and ye took me in: naked, 
and ye clothed me: I was sick, and ye 
visited me: I was in prison, and ye came 
unto me.” 

But those who did these things were 
altogether unaware of the implications of 
their deeds. To their great surprise, they 
learn that what they had done was re- 
ceived by the Lord Jesus as if it had been 
done to Him personally. The actual re- 
cipients, of course, are those whom the 
Lord here acknowledges as His “breth- 
ren,” who will be hated of all nations, 
not merely because they are Jews, but for 
His name’s sake (Matt. 24:9, 10). Any act 
of kindness shown to them in that day 
will put the benefactor ‘‘on the spot,” as 
we say. But to visit such in prison will re- 
quire unusual courage. Perhaps that is 
why it is mentioned last here as being 
the greatest service that might be 
rendered. 

In that connection it is interesting to 
see how much the apostle Paul appreci- 
ated such a visit. Speaking of one who 
befriended him when he was in prison, 
he says, “The Lord give mercy unto the 
house of Onesiphorus; for he oft re- 
freshed me, and was not ashamed of my 
chain: but, when he was in Rome, he 
sought me out very diligently, and found 
me” (II Tim. 1:16, 17). It was the same 
Paul who, having learned that he was 
persecuting Jesus (Acts 9:5) when he was 
persecuting and ravaging the Church 
(Gal. 1:13), was now learning from per- 
sonal experience how close is the bond 
that exists between the Lord and His 
own. It is very precious to note that this 
applies to “the least” of His brethren. 


Ill 

By way of contrast, we now hear the 
King saying to those on His left hand, 
“Depart from me, ye cursed.” But He does 
not add, “of my Father.” Neither does He 
say that they have been cursed “from the 
foundation of the world.” The blessing for 
those on His right hand was prepared 
long before. Not so the curse pronounced 
upon those on His left hand. The place to 
which they are committed was not pre- 

{Continued on page 364] 
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By Way of Introduction 


NE of the greatest needs among ministers today, apart from 
QO that deeper work of the Holy Spirit, for which we all 
seek, is a journal entirely devoted to the life and work of those 
who labor in the Word of God, with particular emphasis upon 


. the minister’s intellectual life, his study, his reading, his life 


behind the closed door when alone with the Word of God. 
(Remember the words of Dr. G. Campbell Morgan at Winona 
Lake in 1919? “For thirty years I did not look at the news- 
paper until afternoon, for I had to work in my study and did 
not want to contaminate my mind with worldly things when 
I had spiritual things to consider.”) Until such a journal is 
forthcoming, the next best thing is a section written par- 
ticularly for ministers appearing regularly in some well- 
established Christian periodical which comes to the desks of 
hundreds, or perhaps thousands, of clergymen. Such a project 
has been upon my heart for years, and now there comes this 
opportunity of editing such a department, extended by those 
who are responsible for this fanious Christian magazine, the 
Moopy Monrtniy. For this I am profoundly grateful. 

In this initial appearance of this ministerial department, 
may I take a few lines to set forth something of what is in 
my mind. Primarly I should like every sentence of these pages 
to issue ultimately in encouraging the more systematic and 
deeper study of the Holy Scriptures, this inexhaustible mine 
of divine wisdom. As far as possible, I should like here to help 
guide ministers through the vast labyrinth of literature ap- 
pearing on both sides of the water which pertains directly to 
the Word of God and the eternal truths of our faith. 
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The emphasis will be upon things pertaining to the Bible and 
the literature that has gathered around it—the influence of the 
Bible throughout the world, some of the more important books 
now appearing relating to its exposition, news of Bible societies, 
bibliographies of various biblical subjects and, from time to 
time, bibliographies of certain books of the Bible. 

Each month one section will be called Notes and Queries, 
where views on biblical themes can be exchanged, where books 
may be suggested, and lines of research proposed. I shall at- 
tempt in each issue to give a somewhat extended list of the 
most important articles appearing in the major journals and 
serials of Great Britain and America. Occasionally some space 
will be devoted to the translation of pages from an important 
French, German or Latin work that may not be familiar to 
ministers today, but yet carries a significant message. 

For the securing of the most dependable and latest news 
regarding the use and influence of the Word of God today, I 
am establishing correspondence with Christians in the follow- 
ing cities outside of our country: London, Edinburgh, Brussels, 
Paris, Basel, Rome, Athens, Jerusalem and Alexandria. To 
keep abreast of legislation either pertaining to the Word of 
God or in which some argument is developed based on biblical 
material, I hope to be in contact with some of the outstanding 
legal minds of this country. 

Now and then I want to do something which no journal in 
this land is doing, so far as I know, a task in which thus far 
I have not been successful, namely, secure first-hand informa- 
tion, taken directly from the literature of Soviet Russia, re- 
garding the various attacks now being made throughout the 
Union of Soviet Republics upon the person of Christ and the 
Word of God. Certainly there are more people in the world 
today listening to and believing the lies of Communism re- 
garding the Christian faith than there are people in the world 
who are listening to and embracing the truth as it is in Christ. 
Also, from time to time I should like to present the work of 
some organization not too well known, devoted to the dissemi- 
nation of the Word of God, or to the fellowship of Christians 
in various groups. While it is something from which I have 
shrunk in the last few years, the subject has grown to such 
importance that I shall be mentioning in these columns the 
best audio-visual material for ministers and Sunday school 
teachers. . 

Many things will never be taken up in these columns. There 
will be no place here for outlines of sermons. I shall not be 
discussing the newest church architecture, or the latest plans 
for a cradle roll, as important as these matters are. General 
news is already set forth in this magazine by another con- 
tributor. 

This is not a place where ordinary questions regarding bib- 
lical interpretation will be discussed; this is already well cared 
for in another department. Nor do I intend to debate here some 
of the questions that have agitated the Church for centuries; 
e.g., the New Testament form of baptism, or whether Christ 
was crucified on Wednesday, Thursday or Friday. These sub- 
jects are not going to be rehashed in these columns. 
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It will not be possible for me to give an appraisal of evcry 
book written in the field of religion or biblical interpretation— 
nine-tenths of the books coming from our presses in this area 
will be forgotten within two years, and many of them just do 
not have to be read. 

As to correspondence relating to these columns, I shall be 
glad to hear from ministers in any part of the world who have 
suggestions to make, or have questions to ask that might be 
answered here. It will not, be possible for me to write long per- 
sonal letters to a large body of correspondents, construct bib- 
liographies for this subject and that, for all of my time could 
go to such tasks if allowed. 

To encourage individual contributions of some worthwhile 
paragraph, or some rare item of generations gone by, I should 
like to offer a monthly prize of five dollars for the best mate- 
rial thus. contributed. If such an item is sent and not ac- 
knowledged, you will know it is not being used. 

Please do not send manuscripts for examination, or some 
writer’s latest pamphlet, hinting that there is something 
wrong, but you do not know what it is, and asking that I find 
out where he is at fault. 

As far as possible, I should like these columns to,create a 
real appetite for a deeper devotion to the study of the Scrip- 
tures. and a better acquaintance with that great body of litera- 
ture which has grown up around them. I am fully aware that 
I do not have the talents possessed by the late Sir Robertson 
Nicoll, that gifted editor for many years of The British Weekly, 
but I would like to make these columns something like those 
of that earlier day, vibrating with the life, enthusiasm, and 
information which compelled us to read those pages the day 
that journal came to our desk. 

Correspondence regarding these columns may be addressed 
to me at Box 750M, Pasadena, Calif. 





The Ever-Amazing First Page 
of Our Bible 


ELANCTHON, learned co-worker of Luther, once said of 
M the early chapters of Genesis: “No human eloquence is 
capable of praising as it deserves that first history of the 
world which lies before us in the Book of Genesis, for it is the 
fountain of all the wisdom of the Church of God.” 

In the rationalistic atmosphere of the nineteenth and early 
part of the twentieth centuries, it was the common habit of 
writers who wished to persuade people to give up faith in the 
Word of God, and to show how much greater were contempo- 
rary hypotheses of science than the simple statements of this 
creation account, to ridicule this noble statement which for 
centuries before had been praised, studied, and believed by the 
Church. In spite of al] this, Genesis contains the only record 
of creation that can even begin to stand up with modern 
science. 

One acknowledgment of this is in the title of a new book 
published by Harvard University Press, Genesis and Geology, 
a study of natural theology and religious beliefs of writers in 
Great Britain regarding nature and providence from 1790 to 
1850, with a vast and rich bibliography. By the way, the title 
itself is significant. No one today writes a book bearing the 
the title, Plato and Geology, or Virgil and Geology, or Hesiod 
and Geology. No one would think of trying to make the Greek 
and Roman myths conform to modern geological thought. 
What a great tribute to this ancient book of Genesis is the 
very fact that Harvard University—by no means set for the 
defense of the faith—should be interested in producing a schol- 
arly work with such a title as this. 

So scientifically acceptable is this first chapter that, to go 
back to a former generation, when Dr. William Cecil Dampier- 
Whetham of Trinity College, Cambridge, issued his widely 
used Cambridge Readings in the Literature of Science, a col- 
lection of “Extracts from the Writings of Men of Science to 
Illustrate the Development of Scientific Thought” (published 
at Cambridge University in 1924), he placed at the front of this 
volume Genesis 1:1—2:3. Immediately thereafter are quota- 
tions from Aristotle, Archimedes, Copernicus, Galileo, Isaac 
Newton, etc. There is not a single page here from any ancient 
account of creation except that appearing in the Bible. 

Further testimony to God’s creating the world may be found 
in a work published in 1951 by Cambridge University, The 
Origin of the Earth, by Dr. W. M. Smart, regius professor of 
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astronomy at the University of G.aszow. Professor Smart is 
one of the outstanding astronomers of the Western World to- 
day, and author of Stellar Dynamics, Astrophysics, Founda- 
tions of Astronomy, The Sun, the Stars and the Universe, 
Astronomical Navigation, and joint author of The Admiralty 
Manual of Navigation. The last paragraph of this book is some- 
thing a pastor might well bring before his college students. Dr. 
Smart concludes this scholarly, up-to-date work with this 
confession: : 

When we study the universe and appreciate its grandeur 
and orderliness, it seems to me that we are led to the recog- 
nition of a creative power and cosmic purpose that tran- 
scends all that our limited minds can comprehend. In one of 
his essays Lord Bacon — this belief picturesquely as 
follows: “I had rather beleave all the Fables in the Legend 
and the Talmud and the Alcoran than that this Universall 
Frame is without a Minde.” Today we have learned very 
much more about the “Universall Frame” than was known in 
Bacon’s time; nevertheless, to many of us, scientific and 
non-scientific alike, the belief in a divine Creator is as 
necessary now as ever it was. To one astronomer at least 
“the heavens are telling the glory of God and the wonder of 
His works” (p. 235). 

It may be that some of my readers are not acquainted with 
the great tribute paid to the first chapter of Genesis by Amer- 
ica’s greatest authority on biblical archaeology, Dr. William 
Foxwell Albright, in “‘The Old Testament and Archaeology” in 
the Old Testament Commentary, published by the Muhlenberg 
Press of Philadelphia: 

The account of creation which we find in chapter 1 is 
unique in ancient literature. It has a sequence of creative 
phases which is so rational that modern science cannot im- 
prove on it, given the same language and the same range of 
ideas in which to state its conclusions. In fact, modern sci- 
entific cosmogonies show such a disconcerting tendency to 
be short-lived that it may be seriously doubted whether 
science has yet caught up with the biblical story. 

Even in the new work by Dr. Rachel L. Carson, of the United 
States Hydrographic Office, The Sea Around Us, which is hav- 
ing such a remarkable notice in all our journals and an amaz- 
ing sale, the language of the opening chapter, “The Gray 
Beginnings,” is often similar to that which we find in the 
Bible. Dr. Carson says that “this dense, perpetually renewed 
cloud covering must have been thick enough that no rays of 
sunlight could penetrate it... . As soon as the earth’s crust 
cooled enough, the rains began to fall. They fell continuously 
day and night, days passing into months, into years, into 
centuries. They poured into the waiting ocean basins.” 

Here you have that original darkness, and then that funda- 
mental element in the biblical account of creation, water, and 
soon thereafter dry land, and then life from the water. The 
author does not suggest any divine power being responsible for 
our universe, but the sequence of events in her early chapters 
often closely adheres to the sequence in Genesis 1. 

Incidentally, I wonder how many have carefully studied the 
Greek text for Genesis 1:11 and 2:7. The Greek words here are 
amazing. The word translated herb is the Greek word botany; 
the word translated seed is sperma; the word for kind is genos, 
from which we get gene; the word translated fruit is karpos, 
from which a number of words are derived; the word trans- 
lated earth is ge, from which we get such words as geocide, 
geotic. In 2:7, the word translated man is anthropos, from 
which comes our word anthropology; the word for life is zoes, 
from which derives our word zoology; and the word translated 
soul is psyche, from which comes our psychology. 

From the nine principal words of Genesis 1:11 and 2:7 more 
than fourteen hundred English words are derived! And before 
anyone writes to ask how that is known, may I refer to a re- 
markable volume (published by Macmillan in 1931) known, it 
seems, to very few students in this country, and rarely known, 
I have found, to professors of the Greek language. It is en- 
titled The Greek Element in English Words, by Dr. John C. 
Smock. The first half of the book, 267 four-column pages, is 
devoted to “English Words and Combining Forms as Derived 
and Formed from the Greek,” and the second half to “Greek 
Words and Combining Forms as They Appear in English’— 
a lifetime task. 


The Work of the Bible Societies 


EFORE coming to the items which I want to emphasize in 
this section, may I recommend something which is not 
well known to Bible students in this country, for some strange 
reason—a series of four pamphlets which every clergyman and 
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student of the Scriptures in America should immediately pur- 
chase and study. The titles are A Ready-Reference History of 
the English Bible, The Influence of the English Bible upon the 
English Language and upon English and American Literatures, 
The Bible and the Life and Ideals of the English-Speaking 
People, and The English Bible and British and American Art. 

Each of these has a good bibliography and a chronology of 
important relevant matters. One hundred and five closely 
printed pages, prepared by experts, a veritable encyclopedic 
index to the influence of the English Bible in our civilization, 
these may be secured from the American Bible Society, Park 
Avenue at 57th Street, New York City, for the low price of one 
dollar for the set. 

In 1950 a new publication was issued by the recently organ- 
ized United Bible Societies, bearing the title The Bulletin of 
the United Bible Societies (published at 146 Queen Victoria 
Street, London E.C. 4). The quarterly is packed with inter- 
esting authentic information. From time to time I shall place 
some of its rich material before my readers. 

Here are two of the latest statistical summaries of the dis- 
tribution of the Bible in two European countries: Germany— 
145,045 Bibles, 111,376 Testaments, 60,449 portions, 750 Scrip- 
tures for the blind; total, 317,620. In 1948 the headquarters of 
the Greek Army sent a request to the American Bible Society 
and to the British and Foreign Bible Society for free grants of 
New Testaments for Greek soldiers. Last year 135,000 New 
Testaments in modern Greek went from New York to Athens, 
and the British and Foreign Bible Society in Canada sent 
38,500 copies in ancient Greek. 

Moving out of Europe into Asia, a later issue of this journal 
gives the following statistics regarding Japan: 


To all persons concerned with the effective spread of the 
Scriptures among great populations, the Ne gl in 
Japan is one of the most important in the world today. This 
country of some 70,000,000 people is open to the influence of 
the Scriptures as never before. ome f factors are responsible 
for this great opportunity. A proud people, secure in their 
own culture, have suffered the bitter experience of complete 
defeat. The vaunted national religion of Shintoism has been 
deflated by the Emperor’s statement that he was not divine. 
The economic difficulties press with great severity upon 
hundreds of thousands of families, so that anxiety for the 
future is very Faget nroa The occupying forces, instead of 
being cruel and vindictive, have proved in the main to be 
friendly and constructive, and curiosity is aroused as to the 
source of such a morality on the part of a conqueror. It is 
known that Christianity is the general religion of the con- 

uerors and the witness of Christians and missionaries 
through three generations has produced some consciousness 
of the Christian’s Book. Thus, among the 170,000,000 people, 
of whom less than one per cent are related to the Christian 
Church, there is a receptivity to the gospel when it is 
brought to them. 

Some indication of this is afforded by the fact that the 
Bible societies, principally the American and British, work- 
ing through the Japan Bible Society, issued in Japan in the 
four years after the end of the war approximately 4,000,000 
Scriptures, of which 159,000 were Bibles, 2,000,000 were New 
Testaments and 1,800,000 were Gospels. Far and away the 
largest part of these Scriptures have heen sold, and they are 


spread far and wide over Japan. Observers report frequently — 


seeing people on trains and tramcars —- the Testa- 
— and they are even to be found in the distant fishing 
villages. 


No doubt many have wondered how many languages there 


~are on earth into which no portion of the Word of God has 


thus far been translated. The answer to this is found in a 
scholarly article by one of the best authorities on the matter 
in the world today, Dr. E. A. Nida, in The Bible Translator, 
also published by the United Bible Societies. He writes: 


Despite the fact that the Bible or parts of it have been 
published in 1,100 languages, there is still an amazing 
amount of Bible translating and revising to be done and 
there are many missionaries giving part or full time to this 
most important work. In so far as we can estimate, there 
must be nearly 1,000 such missionary translators, who are 
dedicating their efforts to the revision of earlier translations, 
producing more books in languages which already have 
something of God’s Word, or reducing to writing some of the 
approximately 1,000 languages which as yet have nothing of 
the Bible translated into them. In terms of the total task 
throughout the world, the program of Bible translating can- 
not be said to be half completed, for the vast majority of 
languages have inadequate portions and in so many of the 
major languages of the mission field there is an acute need 
for immediate revision. 


Speaking of Bible societies, there are two recent publications 
by the American Bible Society which every Sunday school 
teacher should order at once. They are two beautifully illus- 
trated editions of Luke and Acts, measuring 8 x 11 inches. 
The text is surrounded by some of the most remarkable pic- 
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tures, photographs, maps, etc., that I have ever seen. These 
are entitled respectively, The Good News and Into All the 
World. The pictures will fascinate any Sunday school class; 
in fact, if any teacher is contemplating the study of either of 
these two books, he would do well to secure copies of these 
editions for every member of the class. 


Israel, Babylon, and 
the Question of Oil 


ANY articles and chapters in books dealing with the prob- 

lems of the state of Israel, as well as books on prophecy, 
have appeared during the last three years, treating with more 
or less thoroughness the question of oil in the Near East or in 
southwest Asia as it relates to Israel and the future of our 
contemporary civilization. But no volume has appeared quite 
so important as the one published in the middle of 1951 by 
Macmillan of London, Wells of Power: The Oilfields of South- 
western Asia, by Olaf Caroe. 

The author served many years ago in the Queen’s Regiment 
in India, and joined the Indian Civil Service in 1919. After 
years of labor and service in that area, in 1939 he was ap- 
pointed secretary of the Foreign Department of the Govern- 
ment of India, and after the Second World War, he became 
governor of the Northwest Frontier Province. Mr. Caroe was 
the chief adviser of the viceroy from Arabia to Tibet, and 
thus writes with a thorough acquaintance with the history, 
geography, and politics of this very complicated region. 

In this volume is an entire chapter devoted to Israel, and 
by the kind permission of the publishers I would like to quote 
a few lines: 

It is impossible for any who have stood outside the drama 
to withhold admiration for the dynamism which has enabled 
the Jews to establish a political state, in the face of the 
universal opposition of Asiatic sentiment, and the marshal- 
ling of Arab armies in the field against them. Nor should 
one underrate, as the Arabs have done, the persistence which 
the Jews, in common with the descendants of Ishmael, 
undoubtedly possess, a persistance possibly greater than that 
of any other people, or group of peoples, in history .. . 

For many years the rulers of Soviet Russia affected to 
regard the aspirations of political Jewry as a by-product of 
British imperialism in the Middle East, and Zionism itself 
as a theocratic bourgeois doctrine, unworthy of support. It 
was not until the war in Palestine, on conclusion of the 
British Mandate, had shown that the arms of Israel were 
able to obtain at least a temporary victory over the forces 
arrayed against them, that the Soviets decided Arab na- 
tionalism to be not worth supporting, and developed a new- 
found solicitude for Israel. They were quick to give moral 
support to the new state, and ready to forfeit the chance of 
such sympathy as they might have acquired in Arab left- 
wing circles. Soviet policy will suffer a change overnight, 
as expediency suggests; indeed there are signs that it has 
already changed. Nevertheless, as things are, a desperate 
Israel may offer Russia the quickest ingress to the heart of 
the Islamic world. The Jews have, of course, their own 
Communist party, and the Cominform have every facility 
for the introduction of their agents into Israel with other 
immigrants. 

(In reading these last lines we cannot help but think of 
the time to come, which may not be far away, when Israel 
will actually enter into a covenant with the great antichris- 
tian power of the world.) 

It is interesting to note that at the beginning of one of the 
chapters dealing with oil companies in the Near East, the 
author quotes Psalm 114:8: “Who turned the hard rock into 
a standing water: and the flint stone into a springing well.” 
This reminds us of another passage which our author does 
not quote, but which I want to come back to for more careful 
consideration in the next issue of this supplement: “He made 
him to suck honey out of the rock, and oil out of the flinty 
rock” (Deut. 32:13). 

In this volume the author gives a great deal of attention to 
the words of the distinguished historian Toynbee in his vol- 
ume, Civilization on Trial, in which he advances the thesis 
that the center of activity of the human race in the next few 
years will be somewhere near the site of the ancient city of 
Babylon. He first supports this with a quotation from Lt.-Col. 
Sir Arnold Wilson’s epochal work, The Persian Gulf (1928): 

In consequence of the favorable position of Babylon it 
became the principal state of western Asia, and nature 
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seemed to have formed it for the great seat of international 
commerce. Situated between the Indus and the Mediter- 
ranean, it was the natural mart of such precious wares of 
the East as were esteemed in the West. Witness its prox- 
imity to the Persian Gulf, the great highway of trade which 
nature seems to have prepared for the admission of seafar- 
ing nations of the Indian seas into the midst of Asia, espe- 
cially when considered in connection with its vicinity to the 
two great rivers Euphrates and Tigris, the continuation of 
this great highway. 

Then he says of Toynbee’s idea: 

So it is that a process of historical analogy, working in 
the mind of a master, leads to the very spot where theatres 
of power overlap, and where the lines of communication in 
the air converge. Here too are located what promise to be 
—nuclear energy apart—the greatest sources of material 
power open to the world. Here, in southwestern Asia, in an 
air age strength must be deployed. 

The chapter is brought to a close with this statement: 

But, wherever the base may be, my object here is to put 
it that the most vital points to be defended lie further east, 
grouped _ound the head of the Gulf and in Iraq; where 
Toynbee’s theory of human gravitation, and the airman’s 
eye, will place a center-point in world affairs. 

And to this the author later adds the words: 

By veorraphical placing, by the exverience drawn from 
history. by membership of both these latter-day associa- 
tions. Iraq is qualified to interpret Turkey and Persia to 
Arabia. And so, once more, the wheel turns full circle, back 
to the Two Rivers. 


Here and There 


Jenry Steele Commager, professor of American History at 
Columbia University, in his recent book published by 
Yale University Press, The American Mind, an interpretation 
of the character of Americans since 1880, makes this amazing 
statement in his first chapter, regarding the average citizen 
of our country at the close of the nineteenth century: 

He was religious rather than devout and with him the 
term “pious” came to be one of disparagement, just as the 
later term “puritan” came into disrepute. Saintliness was 
not the most conspicuous quality in his religious leaders, and 
to the doctrine of salvation by grace he stubbornly opposed 
an instinctive faith in salvation by works. He did not believe 
in the devil. The average American was no more capable 
of distinguishing between Methodist and Presbyterian the- 
ologies than between Republican and Democratic principles 
—an incapacity which neither embarrassed him nor qualified 
his zeal. The most significant aspects of his two more 
original religions—Mormonism and Christian Science—were 
the practical ones (p. 9). 

On the last page of his book (443), in concluding his study 
of “The Twentieth Century American,” he says: “They had 
all but banished God.from their affairs; who or what would 
they put in His place?” Incidentally, Commager says in his 
exhaustive bibliographies, “There is no satisfactory history of 
religion or of religious thought in America.” This is some- 
thing that should awaken young men interested in the his- 
tory of Christianity. 

2 a & od 

Speaking of books that could be written, have you ever 
noticed that there is no available life, in our language, of two 
of the greatest religious painters of modern times, Paul Gus- 
tave Doré (1833-1883) and James J. J. Tissot (1836-1902) ? 
The life of Tissot was full of adventure and remarkable ex- 
periences. 

t % & cd 

I have often wondered how many of the scientific names 
for plants relate directly to the Bible. For example, the plan- 
tain, a species of banana of the genus Musa, is called Musa 
Paradisiaca because it was believed in the Middle Ages that 
the banana was the fruit of the tree of the garden which was 
forbidden to Adam and Eve. No doubt some of my readers 
can add other names. 


Notes and Queries 


NASMUCH as this first issue goes to press, of course, without 
] any inquiries or notes from my readers, let me begin what 
I hope will prove an interesting column with an inquiry of 
my own. 

D. L. Moody made at least three, and possibly four, journeys 
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to California in a day when traveling across the continent 
was a rather rugged experience. The first was made as early 
as 1871, before he was well known, on behalf of Sunday school 
work; the next in 1880; and the last, within a year of his 
death, in 1899. None of these trips to the Far West has ever 
been given more than a mere mention in the biographies 
written of this great evangelist. Do any of my readers pos- 
sess any definite information regarding these journeys? 


A Forthcoming Book 
of Mayor Importance 


HE subject of demons, and their activity in this present 
ace, is being given increasing consideration in theolog- 
ical literature, especially since the first World War. The ter- 
rible things that are unfolding on this earth have forced men 
to re-examine the New Testament teaching on this subject. 
There will soon be coming from the press—probably avail- 
able by the time this issue is in the hands of its readers—the 
most important book dealing with the biblical doctrine of 
demons that has yet appeared in our language. It is by Dr. 
Merrill F. Unger, professor of Semitics and Old Testament at 
Dallas Theological Seminary. I have read through the manu- 
script with greatest interest, and would like to commend the 
book to every Christian minister of our land. 

After extended chapters on the problems and origin of 
biblical demonology, Dr. Unger goes on to discuss the relation- 
ship of demons to magic, divination, heresy, world govern- 
ments, eschatology, etc. Being a master of the Semitic lan- 
guages, the author is able to throw a great deal of light upon 
the meaning of various terms in the Old Testament which 
relate to evil spirits and their activities. As far as my ac- 
quaintance with literature extends, I believe that his discussion 
of Paul’s statement regarding demon activity in the last days, 
in the opening part of the fourth chapter of I Timothy, is by 
far the most satisfying and exhaustive in our language. The 
book will be published by the Van Kampen Press of Wheaton, 
Ill. It is a work of greatest importance. 


Articles of 
Outstanding Importance 


ow many periodicals, weekly, biweekly, monthly and quar- 
H terly, there are in the Western World, I do not know. 
The Library of the University of California at Los Angeles 
tells me that they have on order 13,000 current serials—almost 
unbelievable. In addition to these, there must be 3,000 to 5,000 
others, college student papers, missionary magazines which few 
universities take, trade journals, etc., making a total of possibly 
16,000 or 17,000 periodicals. The articles of these, apart from 
the advertising, would fill about 4,500 volumes of reading mat- 
ter annually! 

Of course, it is impossible for any one man to go through 
these, and there are hundreds of them which would not have 
anything of help for ministers. But so many religious journals 
today, especially our denominational papers, carry so much 
that is trivial and ephemeral that I thought perhaps my 
readers would like to know where some really important 
articles can be found from month to month, pages which 
every minister should read, if possible. 

It should be remembered that ten weeks elapse between 
the construction of this list to send to the editors of Moopy 
MONTHLY and its appearance in a subsequent issue; so the 
list cannot be entirely up-to-date, but I shall try to make it 
as near such as possible. A minister might do well to take this 
list to some large city library on a free afternoon. If he does 
not live near a city, he might file these lists and, perhaps once 
a year, when visiting some city where large libraries are ac- 
cessible, he could spend a day reading some of these titles. 
Augustana Seminary Review, Vol. III, No. 2, 1951, “The Power 

of Demons Unto Salvation,” by Frederic Schiotz, executive 

secretary of the Commission of Younger Churches and 

Orphaned Missions of the National Lutheran Council. A 

message delivered on the Augustana Book Concern Lecture- 

ship, Augustana Seminary, Rock Island, Ill., pp. 14-15. 

“The forces that are moving [Continued on page 357] 
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Operation Evangelism 


By Sol LaRocca 


What lies ahead for evangelism in 1952? 
If a gracious God should give us another 
full year to spread the gospel story to the 
world’s extremities, how much more will 
be accomplished for Christ? 

Word of large-scale plans to evangelize 
needy areas in the months ahead is high- 
ly encouraging. An increasing number of 
nation-wide religious telecasts are being 
flashed across millions of television 
screens each week. And the campaign 
that Billy Graham has urged Christians 
to pray for more than any other—the 
one to be held in Washington, D.C.—is 
scheduled to open January 13. 

Still another program that merits the 
attention of Christians everywhere is de- 
scribed below.—Editor 


@ GREAT simultaneous evangelistic cam- 

paign, with thousands of churches 

in the United States and Canada sched- 

uled to take part, is being planned for 

October, 1952. The theme, according to 

Horace Dean, president of Christ for 
America, is “Christ for Everyone.” 

Differing from the conventional reli- 
gious campaigns in many respects. ‘hese 
special meetings are scheduled for places 
seldom, if ever, reached by wide-spread 
revivals, such as the smaller villages, 
towns and cities. The local pastor join- 
ing in this unique program will either 
appoint someone, or act as his own evan- 
gelist in his own church. He will be 
aided by a representative specially ap- 
pointed to encourage and develop the 
program in his respective areas. 

Dr. Charles E. Fuller, popular radio 
gospel minister, has accepted the ap- 
pointment as honorary chairman for the 
campaign in the United States. Premier 
Ernest Manning, of Alberta, has also 
consented to serve in this same capacity 
for all Canada. Other Christian leaders 
associated with the campaign are Dr. 
Paul S. Rees, a co-director; Dr. Harold 
J. Ockenga, New England program guide; 
Dr. Howard A. Ferrin, in charge of co- 
ordinating Bible schools and colleges; 
Dawson Trotman, president of the Navi- 
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gators as follow-up work director; Dr. 
Robert M. Parr, chairman of the Visita- 
tion Evangelism Committee; and Dr. 
Theodore H. Epp, who will encourage the 
backing of gospel broadcasters. 

The official campaign tract will be 
written by Dr. Billy Graham. 

Volunteer workers, numbering twenty- 
six thousand, of the National Committee 
for Child Evangelism will also join forces 
with the thousands already engaged to 
reach and help the children in these 
church meetings. 

Dr. Ernest Wadsworth, of the Great 
Commission Prayer League, will act as 
chairman of the National Prayer Com- 
mittee, which will aid in the formulation 
of various prayer groups to meet in the 
many churches, homes and places of 
business. Dr. Philip E. Howard, Jr., edi- 
tor of the Sunday School Times, and 
George T. B. Davis, of the Million Testa- 
ments Campaign, will serve as co-chair- 
men of the committee. A booklet enti- 
tled No Revival Without Prayer, is now 
being prepared. 

Full information concerning this great 
campaign may be received by sending 
your request to Christ for Everyone, 542 
S. Dearborn St., Chicago 5, Ill. 





NEWS of Conferences and 
Campaigns 


Evangelists and other Christian workers reporting 
items for this department will please arrange to have 
copy reach the magazine not later than the 20th day 
of the second month preceding date of issue. 

This department is intended for news in concise 
reports of evangelistic and Bible conference work in 
general. We do not invite statements eulogizing the 
a or participants nor can we promise to print 
them. 


Reports should be definite. Include the name 
of church and pastor or sponsoring organization 
as well as city, state and dates of the meeting. 


w 


turbulent city of Peoria, Ill., noted 
for its breweries, distilleries, scandal- 
involved university basketball team, and 
memorials to agnostic Bob Ingersoll, re- 
cently saw God move in with old-fash- 
ioned power as large numbers of peni- 
tent sinners made their way forward 
in response to the invitation to receive 
Jesus Christ as Lord and Saviour. 

The nightly invitation was given by 
Dr. Torrey Johnson, famed Chicago 
preacher, throughout seventeen days of 
special meetings in the Peoria State 
Armory under the sponsorship of the 
Heart of Illinois Gospel Crusade. The 
services were supported by more than 
sixty churches in Peoria and other cen- 
tral Illinois communities, in addition to 
fourteen service organizations. 

Burt Hedstrom, well-known evangelis- 
tic song leader, directed the 450-voice 
choir and also led the congregational 
singing. 

Assisting Dr. Johnson also was the 
Claus Indian family, full-blooded Tus- 
carora-Mohawk Indians from the Six 
Nation Reservation near Brantford, Ont., 
Canada. 

Mixing simple Bible stories with pres- 
ent-day tragic happenings, Dr. Johnson 
emphasized the need for more hell-fire 
preaching from our pulpits today. “If it 
takes this kind of preaching to get peo- 
ple off the road to hell and turn their 
feet toward heaven,” he said, “then that’s 
the kind of preacher I want to be.” 

Two messages of unusual interest were 
“Why High School Students Use Dope” 
and “Why College Basketball Players 
Accept Bribes.” 

Because of the wide-spread interest, 
two extra meetings were planned for the 
spacious Bradley University fieldhouse. 
Local churches in many instances dis- 


Palermo brothers sing and play before capacity crowd in Bradley University fieldhouse, Peoria, 
lll., during Heart of Illinois Gospel Crusade. At the right is Chicagoland Youth for Christ 
Band. Torrey Johnson was the speaker for the seventeen-day campaign. 
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Torrey Johnson greets Jim Herniger, co- 
captain of Bradley University football team 
and vice-president of Inter-Varsity Christian 
Fellowship. 


missed their Sunday evening services to 
participate in the campaign. 


Revival fires burned brightly in the 
southeastern area, during and following 
the big Greensboro, N.C., crusade with 
the Billy Graham evangelistic team, 
which closed November 25, two weeks 
after the scheduled closing date. 

“God wonderfully blessed,” reported 
Graham, “so that it was impossible to 
close the meetings on schedule. A power- 
ful spirit of revival swept the entire 
area. Conversions were made on streets, 
in stores and offices. Business leaders 
and civic officials gave public testimo- 
nies.”’ 

Graham also stated that hundreds of 
university students made profession of 
faith in Christ, closing his report with, 
“We give all the glory and praise to our 
blessed Lord.” 

The average nightly attendance of 
9,300 persons represented more than 10 
per cent of Greensboro’s population of 
73,000. 

Graham urges Christians everywhere 
to pray for the important city-wide meet- 
ings scheduled to open in Washington, 
D.C., on January 13, at the National 
Guard Armory. The campaign is booked 
through February 10. 
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MS agewt Se PPS ASE edt See ae ee : 
The city of th, Minn., reports a 
great spiritual awakening November 4-18, 
under the “judgment and repentance” 
preaching of Dr. Bob Cook, president of 
Youth for Christ International. 

The Duluth Curling Club’s spacious 
auditorium was the scene of this fruitful 
two-week campaign, sponsored by thirty- 
five co-operating churches. Converts in- 
cluded one entire family of eight, and 
another of six. Interest was shown in 
the formation of several high school 
Bible clubs, as a result of the crusade. 

Augmenting the campaign were fifteen 
three-color billboards around the city 
and area with their telling message, “God 
Wants You.” Campaign buttons and dis- 
play cards were seen in all parts of the 
Arrowhead northland, and delegations 
came by bus from points as far away as 
150 miles. 

Teamed with Dr. Cook were Evon Hed- 
ley, of Brantford, Ont., Canada, associate 
evangelist; Clayton Booth, of Seattle, 
Wash., soloist and song leader; and Bob 
Haag, organist, from Des Moines, Iowa. 


Frontier spots, such as Round Up, and 
Harlowton, Mont., have been the fields 
of service recently for evangelist Dr. 
Alvin O. Carlson, Bible teacher of Christ 
for America organization. 

Dr. Carlson reports several souls find- 
ing Christ as Saviour and many Chris- 
tians being revived in these campaigns, 
as well as others in North Dakota and 
Minnesota. He is former pastor of the 
First Presbyterian Church in Minneapo- 
lis. 


“I have heard about meetings like this, 
but this is the first time I have seen them 
with my own eyes,” reports Henry L. 
Schol, pastor of the First Congregational 
Church, Wyanet, IIl., following special 
services with the Edward VanderJagt 
evangelistic party October 16-28. 

Three trustees, several Sunday school 
teachers, and a number of young married 
couples were reported saved. 


Aaron Buhler, pastor of the Bethel 
Baptist Church, Harvey, N.D., reports 
great blessing following meetings with 
Evangelist and Mrs. Frank Harpell, No- 
vember 4-18. Prior to this campaign, the 
Harpells reported a large number of first 


Song leader Strat Shufelt, with Al Illick at the piano, gets Louisville, Ky., city-wide meetings 
off to a good start. Evangelist Eddie Martin reports many entire families saved. The meetings 
were sponsored by CBMC and Youth for Christ, plus several churches. 
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Kenny Joseph, TEAM missionary, preaching, 
through an interpreter, in a town near the 
Japanese “Alps.” Each listener received a 
copy of the Gospel of John, through courtesy 
of the Pocket Testament League. 


time decisions during special meetings in 
Rote, Pa. 

Mr. and Mrs. Harpell were formerly 
connected with the New England Fel- 
lowship of Evangelists, and are now serv- 
ing with the Evangelistic Association of 
New England. 


Two men past 90 years of age and one 
71 were among the large number of con- 
verts who recorded first-time decisions 
for Christ in the Williamsport, Pa., city- 
wide evangelistic campaign with Hyman 
Appelman. Two of these men had not 
attended a religious service in more than 
forty years. 

Thirty churches, together with CBMC, 
the Children’s Bible Clubs, Gideons, and 
other religious organizations, sponsored 
the meetings. Harold Peterson, pastor 
of the Memorial Baptist Church, served 
as chairman. 

The committee reported great blessing 
as a result of the twenty-one-day cam- 
paign. 





Saginaw, Mich., was the site of a city- 
wide revival campaign recently featuring 
Dr. William Ward Ayer of New York, as 
the evangelist, and Vincent Cevera, of 
Greenville, S.C., as the song director. 

Daytime meetings were held in the 
First Baptist Church, one of the forty 
co-operating churches, of which Dr. 
Johnson is pastor. Several local broad- 
casts were made. 

The participating pastors reported a 
real spirit of revival among the church 
members, and a iarge group of converts, 
notably among the older people, took 
their sand for Christ. 

Following these meetings, Dr. Ayer 
traveled to Minneapolis for special ad- 
dresses to the students of Bethel College 
and Seminary, and the Northwestern 
Schools. 


Following successful meetings during 
October in the Bluff Avenue Baptist 


Church, Indianapolis, Ind., where Albert 


Allee is pastor, Evangelist F. A. Wirth 
moved over to the Beulah Bible Church 
in Indianapolis for another series of spe- 
cial services. 

Mr. Wirth reported several conversions 
at the Bluff Avenue Church, plus a 





unique prayer chain which lasted twenty- 
four hours. 


“Life began” for several who professed 
Christ as Saviour during the “Life Be- 
gins” evangelistic campaign held October 
22-28 in the Kent City Baptist Church, 
Kent City, Mich. Dr. W. Wilbert Welch, 
pastor of Muskegon’s Calvary Baptist 
Church, was the evangelist. 

Impact of the campaign was felt by 
the entire community as 250 homes were 
visited by personal workers. 

Gordon H. Roloff is pastor of the Kent 
City Baptist Church. 


Evangelist Eddie Wagner and Song 
Leader James Stoutenborough conducted 
fruitful meetings in the Manchester, 
Iowa, First Baptist Church, September 
25-October 7. 

These were the first revival services to 
be held in the new building constructed 
recently by the Manchester congregation. 

Pastor J. Fred Wolfe, of the Broad St. 
Baptist Church, Washington, Pa., also re- 
ports great blessing following special 
meetings with Wagner and Stoutenbor- 
ough. 

A number of decisions were recorded, 
including several first-time professions. 


= 





Greensboro, N.C. 
November 5, 1951 
Dear Dr. Culbertson: 


As you probably know, we are plan- 
ning a city-wide evangelistic campaign 
in Washington, D.C., beginning Jan- 
uary 13, in National Guard Armory. We 
have the backing of many of the 
churches of the city. One of the most 
encouraging signs is the number of con- 
gressmen and senators that are actively 
working on behalf of the campaign. 

In addition to our regular evening 
meetings, we are planning a very full 
specialized program; for example, pas- 
tors' workshops each week, parlor meet- 
ings in the various wealthy homes of 
the city, businessmen's luncheons at the 
Statler Hotel; we have several television 
spots daily, plus a number of television 
programs, and excellent support from 
all the newspapers of the city. We be- 
lieve Washington can be touched. 

We are desperately trying to unite 
the nation in a great prayer crusade. 
| sincerely believe that if Washington 
could have a great revival, it could 
happen to other cities, and it would 
give hope and encouragement to Chris- 
tians around the world. 

| would appreciate you constantly 
requesting prayer of the Moody Bible 
Institute. If we can get the students 
praying, that will mean more to us than 
anything else. In addition we are asking 
Miss Henrietta Mears, Dr. Louis Evans, 
Dr. W. A. Criswell, Mr. and Mrs. 
Louis Evans, Jr., and others to join 
our team for the Washington meet- 
ings which | have already mentioned. 
What we need now is the nation on its 
knees in prayer that God will send a 
sweeping revival to our capital city. | 
am certain that your heart beats with 
mine on this matter. 

| feel strongly that world events are 
heading toward a climax in the near 
future. What we do for Christ, we must 
do quickly. We think of you often and 
remember you in prayer. 





Cordially yours, 
BILLY GRAHAM 
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Evangelist and Mrs. L. James Kindig, 
of Mattoon, Ill., recently conducted their 
seventh evangelistic campaign over a pe- 
riod of twenty-five years, in their home 
church, the First Baptist Church of Mat- 
toon. 

Remarkable results and _ capacity 
crowds were reported. Pastor Merris M. 
Dice commented that it was the most 
successful series of meetings ever held 
in the church. 

The Kindigs also reported fruitful 
campaigns in the Bethel United Evan- 
gelical Church, Dixon, Ill.; Mission Cove- 
nant Church, Blue Island, Ill.; St. Paul 
United Evangelical Church, Columbus, 
Ohio; and the First Baptist Churches of 
Janesville, Wis., and Crawfordsville, Ind. 


Howard K. Miller, pastor of the Brown ° 


Street Baptist Church, Alton, Ill., teamed 
up with Evangelist Bert Turner in special 
services October 21-November 4. 

Pastor Miller, assisted by Song Leader 
Forrest Schickadanz, took charge the 
first week, and Mr. Turner the following 
week. Twenty members were received into 
the church on the final night, and six- 
teen were baptized. 


Kenneth Dodson, pastor of the Glen 
Park Baptist Church, Gary, Ind., and 
Milton Dowden, pastor of the Mentone, 
Ind., First Baptist Church, exchanged 
pulpits for a week of special meetings in 
each church in October and November. 

Several were reported to have been 
saved, and great numbers of dedications 
and rededications were recorded. 


A total of thirty-one Baptist churches 
participated in the United Baptist Re- 
vival and Evangelistic Campaign recently 
in Binghamton, N.Y. 

Dr. R. T. Ketcham, national represen- 
tative of the GARB, served as evangelist 
and Bible teacher for the campaign, 
which was well attended. 


Seventy persons united with the Em- 
manuel Baptist Church, Grenada, Miss., 
following a special twelve-day evangelis- 
tic effort in October. The evangelist was 
C. B. Cunningham, pastor of the Walnut 
“Creek, Calif., Baptist Church. 

Although organized in May of this 
year, the Emmanuel Baptist Church has 
already increased its membership from 
21 to 350 members. 





FUTURE ENGAGEMENTS 


Charles Boren: Jan. 6-20, Coronada Baptist 
Church, Tucson, Ariz.; Jan. 27-Feb. 3, First Baptist 
Church, Wi.cox, Ariz.; Mar. 9-30, First Baptist 
Church, Shelby, Ohio. 

Dr. Myron F. Boyd: Jan. 6-20, Christ for Elgin 
Campaign, Masonic Temple, Elgin, Ml. 

Alvin O. Carlson: Jan. 2-20, county-wide crusade, 
Cavalier, N.D.; Feb. 3-17, Bonner’s Ferry, Idaho; 
Mar. 1-9, Alberta, Canada; Mar. 10-16, Manhattan, 
Mont.; Mar. 18-23, Christ for America rallies in 
Minneapolis, St. Paul area; Mar. 30-Apr. 6, Rock 
County Crusade, Laverne, Minn. 

John Carrara: Jan, 8-20, Lakewood Baptist, Lake- 
wood, Colo.; Jan. 22-Feb. 3. Willow Glen Baptist 
Church, San Jose, Calif.; Feb. 5-17, Grace Baptist 
Church, Chico, Calif.; Feb. 19-Mar. 2, First Baptist 
Church, Walnut Creek, Calif.; Mar. 4-16, First Bap- 
tist Church, Ceres, Calif.; Mar. 18-30, Cedar Ave. 
Baptist Church, Fresno, Calif. 

Elion Crowell: Dec, 30-Jan. 6, Charlotte Gospel 
Church, Charlotte, Mich.; Jan. 8-20. First Baptist 
Church, Rives Junction, Mich.; Feb. 3-17, Calvary 
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January, 


Baptist Tabernacle, Compton, Calif.; Feb. 19-Mar. 
2, Emmanuel Baptist Church, Mt. Vernon, Wash.; 
Mar. 9-23, Calvary Baptist Church, The Dalles, Ore. 

Billy Graham: Jan. 13-Feb. 10, National Guard 
Armory, Washington, D.C. 

R. 1. Humberd: Jan. 11-13, First Brethren Church, 
Tracy, Calif.; Jan. 14-20, LaLoma Grace Brethren 
Church, Modesto, Calif.; Jan. 21-27, Compton Ave- 
nue Brethren Church, Los Angeles, Calif.; Jan. 28- 
Feb. 10, Brethren Church, Fillmore, Calif.; Feb. 19- 
24. Brethren Church, La Verne, Calif. 

John J. Lanting: Feb. 3-10, Community Baptist 
Church, Gulfport, Fla.; Feb. 17-24, Pine Crest Bap- 
tist Church, St. Petersburg, Fla.; Mar. 2-9, First 
Baptist Church, New Port Richey, Fla. 

Raymond O. Nelson: Jan. 6-20, Evangelical Men- 
nonite Church, Wauseon, Ohio; Jan. 22-Feb. 3, Evan- 
gelical U. B. Church, Tyrone, Pa.; Feb. 10-24, Evan- 
gelical U. B. Church, Vienna, W.Va.; Feb. 25-Mar. 9, 
Seventh Street Evangelical U. B. Church, Parkersburg, 
W.Va.: Mar. 10-23, First Evaneglical U. B. Church, 
York, Pa. 

Mr. and Mrs. Lester C. Place: Dec. 
Monterey Baptist Church, Beaver Dams, 
8-13, Calvary Tabernacle, Vestal, N.Y.; 
First Baptist Church, East Poestenkill, 
22-27, First Baptist Church, Little Falls, N.Y.; Jan. 
29-30, First Baptist Church, Brooktondale, 3 
Feb. 2, Youth for Christ, Holland, Mich. 


Moody Extension Staff 

James R. Calhoun: Feb. 24-Mar. 9, Union Baptist 
Church, Kittanning, Pa.; Mar. 16-30, Trinity Evan- 
gelical United Brethren Church, New Kingstown, Pa. 

Mr. and Mrs. Michael A. Guido: Jan. 20-Feb. 3, 
Madison Street Bible Church, Oak Park, Ill.; Mar. 
2-16, Lorimer Memorial Baptist Church, Chicago, 
Ill.; Mar. 23-Apr. 6, First Baptist Church, Downers 
Grove, Il. 

A. Hl. Stewart: Jan. 6-13, People’s Church, South 
Bend, Ind. 


MOODY BIBLE CONFERENCES 


Feb. 4-10, Founder's Week Conference, Moody 
Bible Institute, Chicago, Ill.; Feb. 10-Mar. 2, Sebring 
Bible Conference, Sebring, Fla.; Feb. 25-Mar. 2, 
Boca Raton Bible Conference, Boca Raton, Fla. 
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“IS HE A CHRISTIAN?” 

I had spent an enjoyable two hours in 
beautiful Cherokee Park, Louisville, with 
my little daughter Judy and two of her 
friends, children of our neighbors. 

As we walked across the park we came 
to the lifelike monument of Daniel 
Boone, with his ready rifle. This remind- 
ec. Judy of a friend of our family who was 
a soldier in World War II, and who is 
c~itically ill in a veterans’ hospital as the 
result of a head wound sustained in the 
battle of Saipan. 

Tommy, ten, was deeply interested. He 
asked me about the piece of shrapnel 
that the surgeons have never been able 
to remove from the brain of the soldier. 
In what part of the brain is it? How 
does it affect the man? 

Suddenly, as the real plight of the 
soldier dawned upon Tommy, he turned 
to me in grave anxiety: “Is he a Chris- 
tian?” 

It was like an arrow piercing my heart. 
No, my soldier friend is not a Christian. 
His parents are. His sister is. His own 
name has been on a church roll for 
years. But he tells me with bitter tears 
that he has never known the saving 
power of Christ in his life. 

I noted the sadness that engulfed Tom- 
my. Somehow I feel that from now on 
my veteran friend is on another prayer 
list. And who knows but that Tommy’s 
prayers may be the deciding factor in 
the destiny of my dear friend. 

—Erwin L. McDonald 





Not how little harm, but how much 
good we can do, should be our main con- 
cern as we make our way along the trail 
of life (Gal. 6:10). 

—C. Norman Bartlett 





Do You Make 


these Mistakes 


in ENGLISH? 


Sherwin Cody’s remarkable invention has 
enabled more than 150,000 people to correct 
their mistakes in English. Only 15 minutes 
a day required to improve your speech and 
writing. 


ANY persons 
} “Did you hear 

him today?" They } 
should say, ‘“‘Have you 
heard from him today ?” 
Some spell ‘‘calendar,’’ 
“calender” or ‘‘calander.” jj 
Still others say ‘“‘between 
you and I” instead of 
“between you and "= 


say ff 
from }} 


me. 
It is astonishing how of- 
ten ‘‘who” is used for 
“whom,” and how fre- 
quently the simplest 
words are mispronounced. 
Few know whether to 
spell certain words with 
one or two “c’s” or ‘‘m’s” ee 





SHERWIN CODY 


m’s” or “r’s,” or with ‘‘ie” 
or “ei.” Most persons use only common words-— 
colorless, flat, ordinary; their speech and their 
letters are lifeless, monotonous, humdrum. Every 
time they talk or write they show themselves 
lacking the essential points of English. 


Wonderful Invention 


For many years Mr. Cody studied the problem 
of creating instinctive habits of using good 
English. After countless experiments, he finally 
invented a simple method by which you can 
acquire a better command of tie English lan- 
guage in only 15 minutes a day. Now you can 
stop making the mistakes which have been 
hurting you. Students of Mr. Cody’s method have 
secure! more improvement in five weeks than 
previously had been obtained by similar pupils 
in two years! 


Learn by Habit—Not by Rules 


Under old methods, rules are memorized, but 
correct habits are not formed. Finally the rules 
themselves are forgotten. The patented Sherwin 
Cody method provides for the formation of correct 
habits by calling to your attention constantly 
only the mistakes you yoursclf make. 

One of the wonderful things about Mr. Cody's 
course is the speed with which these habit- 
forming practice drills can be carried out. You 
can write the answers to fifty questions in 15 
minutes and correct your work in five minutes 
more. The drudgery and work of conying have 
been ended by Mr. Cody! You concentrate always 
on your own mistakes until it becomes ‘“‘second 
nature” to speak and write correctly. 


FREE—Book on English 


A free book explaining Mr. Cody’s remarkable 
method is ready. If you are ever embarrassed 
by mistakes in grammar, spelling, punctuation, 
pronunciation, or if you cannot instantly com- 
mand the exact words with which to express 
your ideas, this free book, “How You Can 
Master Good English—in 15 Minutes a Day,” 
will prove a revelation to you. Send the coupon 
or a letter or postal card for it now. No agent 
will call. SHERWIN CODY COURSE IN ENG- 
LISH, 361 B&O Building, Rochester 14, N. Y 


SHERWIN CODY COURSE IN ENGLISH 
361 B&O Building, Rochester 14, N. Y. 


Please send me, without any obligation on my part, 
your free book, “How You Can Master Good 
English—in 15 Minutes a Day.” No agent will call, 


| SE eres ee iets ites 
Please print plainly 


NN Siac sssddinahizesiesisujaatsiicolteOusiaabaadsiidiciecndpsunemaicnisaeeinvies 


0 /f 18 years or under check here for Booklet A 
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MISSIONS 
Harold R. Cook, Editor 





Three Problems 


a Missionary’s Letter 


from 


2 of 94 Chung San Peh Lu 
Taipeh, Formosa 
October 5, 1951 


EAR Unseen Friends: 

I thought I couldn’t write to you 
this month, for in one short week three 
appalling problems struck me and left me 
reeling, as far as courage and morale 
were concerned. 

I asked someone, “Would you dare to 
tell people, when you write home, of the 
actual problems? Wouldn’t they want to 
hear only of successes?” 

However, after awhile I decided to tell 
you, because God in His wonderful way 
had unraveled some of my tangled 
threads. 

The first problem was the child of leper 
parents. 

There is a fine Christian couple in the 
government leprosy colony. The man is 
a deacon. He is the one who had an old 
trombone, and when I would come to try 
to call the lepers together with my ac- 
cordion, he would bring out his trombone 
and help me. I believe the only hymn he 
could play was “Down at the cross, where 
my Saviour died.” 

One time when I came he did not 
bring out the trombone. I asked him 


about it. He looked down at his hands 
and then showed them to me. The fingers 


had changed so that he could never play 
again. 

He only said, “I can’t play any more.” 
My eyes misted and I couldn’t answer 
him. But it haunted me, until I remem- 
bered the last sentence of the hymn he 
knew. It is, “Glory to His name.” I knew 
that must have been the last thing he 
played before he set his trombone aside 
forever. 

I thought, “There are people even at 
home who have had a less glorious end. 
But this man, Keh Chip-su, was a man 
everyone in the colony loved and re- 
spected. 

When his wife had a baby, they brave- 
ly decided to give it up. If a leper’s baby 
is taken away at once it will not have 
leprosy. But it is a sacrifice for the par- 
ents to give up their child forever, even 
if they know it is the child’s only chance 
to escape a living death. 

The baby was taken to an orphanage. 
This year she was three years old, and 
adorable. Then one day she was stolen 
from the orphanage. 

People came to me with the news and 
told me of the distracted parents. “The 
mother is crying day and night,” they 
said. The parents could not leave the 
colony to search for the child. It was the 
responsibility of people in the outside 
world to find her. 








Little Faces 


“I wonder, O I wonder where the little faces go, 

That come and smile and stay awhile, and pass like flakes of snow— 
The dear, wee baby faces that the world has never known, 

But mothers hide, so tender-eyed, deep in their hearts alone. 


“I love to think that somewhere, in the country we call heaven, 
The land most fair of everywhere will unto them be given; 

A land of little faces—very little, very fair— 

And everyone shall know her own and cleave unto it there.” 


—Author unknown 
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Usually if a girl child is stolen it is 
for an evil purpose. Someone means to 
rear the child and later sell her into a 
bad life. ‘ 

I prayed about it and tried to think 
what to do. All day, while I did other 
things, an undercurrent of thought strug- 
gled with the problem, and at night my 
dreams were filled with thoughts of the 
lepers’ child. 

My second problem was a theologue. 
He tried to commit suicide. 

He came from a poor family, which 
was also violently antichristian. Against 
much opposition he came to the theo- 
logical college and took the examination 
and passed. When the students gave their 
reports of the summer’s work, it was said 
that out of fifty-six students his was the 
most thrilling report. 

But when he went to the hospital for 
his physical examination, the doctor said, 
“You have tuberculosis. You should not 
be studying at all, nor even be in school.” 
His hopes, which had seemed so bright 
in spite of all obstacles, crashed. 

The following day he was on his way 
to a church assignment when depression 
overcame him, and he stayed on the train 
until he reached the seashore. From then 
on, the picture of what happened is 
slightly confused. 

For thirty hours he struggled against 
the temptation to destroy himself. He 
threw himself into the sea finally, but a 
wave brought him back. He tried to jump 
into a tunnel when the train was coming, 
but someone held him back. He turned to 
see who it was, but saw no one, yet he 
was held back. 

He came back to the college, spent and 
subdued. “God kept me from it,” he said 
honestly. “I wasn’t victor. It was God.” 

I happened onto the third problem by 
accident. 

A missionary from Japan was a guest 
in my house, and he wanted to see the 
blind school. So I took him there. 

In the days of the Japanese it had 
been well run, and for the most part it 
had Christian teachers. This time I found 
a story of woe and over fifty sad-faced 
little children. They did not have even 
enough writing instruments for the 
school, and I was told there is no printing 
press on the island with which to print 
the Braille textbooks. 

Let me tell you a story or two of the 
blind in Formosa. 

In a village at the foot of the moun- 
tains down near the sea, there were quar- 
tered some blind soldiers. They lived in 
the total darkness of their blindness, try- 
ing with what courage they could muster 
to overcome the difficulties of getting 
adjusted to their physical life by feeling 
instead of seeing, trying also to overcome 
the feeling of terrible aloneness and de- 
pression within their souls. 

Among them was one man who could 


Moody Monthly 


























see a little. Somewhere, somehow he 
heard the gospel and believed in a God 
who loved him, in a Saviour who could 
save him. Every Sunday he led seven 
blind soldiers to church. He led the way 
and they followed him, each one placing 
his hands on the shoulders of the man in 
front of him. 

During the week he preached to them. 
He found someone to read the Bible to 
him, and he memorized it as it was read. 
He knew the first nine chapters of 
Matthew by heart. From what he knew 
he would preach to his blind companions. 

However, during this summer he sud- 
denly died. One of his blind companions 
found his way to the church. “Now who 
will lead us?” was his anguished cry. 

God heard the cry, and now they have 
found someone with one eye who will 
continue to lead the seven to church. 

In the school for the blind in Taipeh, 
there was a woman who was known as 
the “mother of the blind.” She was blind 
herself, but for thirty-six years she had 
taught in this school. She was a lovely, 
unselfish Christian soul who took a deep 
interest in each person who came to the 
school. She taught them many things be- 
sides those contained in the curriculum. 
Among the blind in Formosa she was the 
most beloved person and the greatest in- 
fluence for good. 

Just a week ago she suddenly died. 
When I visited the school after her death, 
I saw the effect on the students. Blind 
people do not guard their expressions, 
for they have no idea how instantly their 
faces express the thoughts of their hearts. 

It was as though all their faces had 
been washed in sorrow, and it was un- 
bearable to see the lonesome look they 
wore. “Who will lead us now?” was their 
unspoken cry. 

But I want to tell you— 

How marvelously God moved to help 
us. 

It was time to go to the leprosy colony 
again for our monthly visit. This time I 
had cookies for a treat for them, and 
used bright Christmas cards to make 
them happy. I was also taking a master 
workman along to estimate how much 
whitewash we would need for the walls, 
and to instruct the lepers how to mix it 
and put it on. But I dreaded facing the 
parents with their child still lost! 

However, when I reached the colony I 

-was met with the glad news, “God has 
answered our prayers; the child has been 
found!” The Christians in the colony had 
had a picture of the child put in a news- 
paper, saying, “This child who has been 
taken is a leper’s child. Bring her back.” 
The people who had taken her hastily 
brought her back. They did not want a 
leper’s child. 

We still need a place to put the lepers’ 
children. At the colony this time, a 
mother with her six-month-old babe in 
her arms came to us crying for a place 
of refuge for it. If it is left in the colony 
it is doomed. But there is no place for 
such babies in Formosa. Even the or- 
phanage will not take them in now. It 
is an “unwanted baby” as far as the 
world is concerned. When the mother 
stands before you with tears raining 
down her face, her babe offered to you, 
what can you say? 

God has provided for the theologue in 
trouble, too. On the far east coast there 
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Operation Evangelism!, 


planned £68 October, sama 


Ma. §* 


project... 


To carry “Revival” from our big cities to 
the thousands of villages and towns of 
the United States and Canada in a great 
simultaneous campaign of Evangelism. 






theme... 
Christ for Everyone 


commandants... 


A partial list of outstanding leaders of all 
denominations heading up this movement: 
Dr. Charles E. Fuller, Mr. Horace F. Dean, 
Premier Ernest C. Manning, Dr. Paul Rees, 
Dr. Theodore H. Epp, Dr. Harold J. Ockenga, 
Dr. Howard W. Ferrin, Dr. R. L. Decker, 

Dr. Willard Aldrich, Dr. E. M. Wadsworth, 
Mr. Dawson Trotman, Dr. P. E. Howard, Jr., 
Mr. H. J. Taylor, Mr. George T. B. Davis. 


individual companies... 


Thousands of churches from the largest city to the smallest 
hamlet will cooperate in this united concentrated effort. 


captains... 


Pastors will either choose or act as their own evangelists. 


call for recruits... 


ENLIST TODAY! (Use coupon below.) 
1. Pastors needed immediately to lead their own church groups. 
2. Christian patriots needed who will pray, work and give. 


, Chicago 5, Ill 

e i i ee ie Rte: et a 
Here's how you can help: 

Send a list of all evangelical pastors and gospel broadcasts heard in your 

area. Pray for this campaign. (Entirely a work of faith.) 





write for information.. mail coupon today 











5 Christ for Everyone, Horace F. Dean, 542 S. Dearborn St., Chicago 5, Ill. H 
§ Please send me, at once, the four page letter giving full details explaining § 
H how | may become a partner in this great continent-wide evangelistic campaign. . 
2 4 
B  (Rey.) (Mr.) (Mrs.) F 
a 4 
H Address . 
§ City State ° 
a 


CTT ee 
Refer to Evangelism page 324 for further details 
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With God-given vision ond a sense of urgency, mission- 
ary publishing heuse Editorial Caribe hos embarked 
full-speed-ahead on a course that is bringing Christ to 
the 21 nations of Latin America more effectively than 
ever before. Spanish pamphlets, tracts, and books have 
never been more essential in telling the Gospel story. 
But Editorial Caribe needs your help—in prayer and in 
stewardship — to provide the new 
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equipment and housing that is so Pie <= 
much needed right now. Let us hear "| 
from you today ! 
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5000 worxers WANTED 
WORKERS 

to sell Bibles, Testaments, good books, hand- 
some Scripture mottoes, Scripture calendars, 
greeting cards. Good commission. Send for 
free catalog and price list. 

George W. Noble, The Christian Co. 
Dept. 11, Pontiac Bldg., Chicago 5, Ill. 














By Dr. Feinberg, Head of 
Department of Old Testa- 
ment, Los Angeles Bible 
Theological Seminary, Los 
Angeles, in 5 cloth-bound 





textbooks: ““Hosea’”’ 
“Joel, Amos, Obadiah’’ 
“Jonah, Micah, Nahum” 
“Habakkuk, Zephaniah, 
Haggai, Malachi’’ ‘‘Zech- 
ariah’’ 


; 4 MINOR 
PROPHETS 





One of 19 Correspondence Courses 


Write for full details 


CORRESPONDENCE SCHOOL 


Bible Institute of Los Angeles 


558 S. Hope St., Los Angeles 17, Calif. 
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is a clinic for the mountain people man- 
aged by the Mennonites. In that clinic 
there is a tiny bookstore selling Bibles 
very cheaply to the people from the 
mountains. 

He can manage that store, working 
three hours a day at light work for his 
living. Meantime he will be under the 
careful supervision of the American doc- 
tor there, Dr. Engle. The climate is good, 
far better than any other place in the 
island, for it is near the sea. I think the 
lad is precious material for the building 
of the kingdom, so we will take good 
care of him for his sake and the Lord’s. 

But the problem of the blind still 
awaits solution. 

Often when in America I have seen 
a beautiful sight. On a busy street corner 
traffic is suddenly stilled. Then someone, 
perhaps a policeman or some passerby, 
gently guides a blind person across the 
street. A hush of pity, forbearance, ten- 
derness sweeps over the waiting crowd 
as if some finer nature in each person 
responds to the need of the helpless one. 
It is as if unseen angels nearby stilled the 
tempo of life for a few moments, that 
one who is blind may be led safely. 

In Formosa today there are more than 
ten thousand blind people. Most of them 
know how to read Braille. But since the 
war there has been no printing press to 
print things for them to read. 

They live in the darkness of inbred 
thoughts as well as in the darkness of 
their blinded eyes. “Who will lead us 
now?” is their unspoken cry to us. They 
are the helpless waiting to be led. 

—LILLIAN R. DIcKsON 


From the Fields 


FORMOSA: The Oriental Missionary 
Society is opening a new Bible seminary 
in Taichung, Formosa. Five missionaries 
have sailed from San Francisco to be- 
come members of the staff in this new 
school. Rev. E. L. Kilbourne writes that 
already more applications have been re- 
ceived for the first class than can be 
accommodated in the present quarters. 
Evangelical missionaries throughout the 
island have promised full co-operation in 
this new venture and are sending their 
young people for training. 

BURMA: The supreme court of Burma 
is reported to have acquitted Dr. Gordon 
Seagrave, former American Baptist mis- 
sionary and author of the book Burma 
Surgeon, of the charges of treason and 
giving help and comfort to the enemy. 
This apparently clears the way for Dr. 
Seagrave to return to his medical work 
in behalf of the people of Burma at the 
hospital in Namkham. 

INDOCHINA: Missionaries in this area 
appear to be more optimistic about the 
future than at any time in the past 
year. One of them writes, “There was a 
day last year when all the newspapers 
reported that it was only a question of 
days or weeks until Communism might 
sweep the country. That day happened to 
be the day of the missionaries’ weekly 
prayer meeting. The burden on all our 
hearts was that Satan’s forces would be 
held back and that the country would 
be kept open to the gospel. God answered 
prayer. The very next day the newspapers 
reported improved conditions, and they 





have been improving ever since.” 

IVORY COAST: Missionaries of the 
Conservative Baptist Mission report a 
fetish revival movement which has come 
sweeping down into their area from the 
Sudan. They say: “It has been months 
inching down, touching town after town, 
and sending rumors ahead. These excit- 
ing rumors made the first impact. Then 
the long-awaited day arrived when some- 
one from somewhere (we could not find 
out who) erected a hut and installed a 
fetish inside the hut. Outside the hut 
were dug three holes in a triangular form, 
and it is reported that water mysteriously 
filled the holes. Two fetish men were 
stationed at the door of the hut. The re- 
vival was on! 

“People began to rush there, for it 
was reported that the fetish god speaks 
to the men at the door. Those who come 
drink a cocktail of the water from the 
three holes, and great healings are 
claimed. I inquired about the healings 
and commented that I had seen lame 
people go and return lame. I was assured 
that the healings were real, but not all 
were instantaneous, and that surely heal- 
ing would come gradually. 

“Along our road, for days and days, 
we have seen thousands of people pass 
daily. More people have passed here than 
we ever realized were in our immediate 
area. The police here state that not less 
than five thousand persons a day for 
several weeks have come. The guards at 
the hut are reported to take in from one 
to two gunny sacks full of paper money 
each day. 

“One of the strange things is that the 
fetish has warned those who drink the 
water from the three holes not to enter 
into a dispute with anyone, and to obey 
their head and chief. The chiefs who 
have had trouble among their many 
wives have all sent their harems!” 


——<————— 


I would like to mention here the very 
extraordinary circumstances attending 
one of the students. About a year ago 
you may recall reading in the newspapers 
of a Communist riot in southern Korea, 
when many thousands were killed. One 
young Communist boldly shot down two 
outstanding Christian students because 
they dared confess they were believers. 
They were sons of a well-known pastor 
in Korea. The Communists were defeated 
and the murderer of these two boys was 
up for trial. He was sentenced to death. 

The father of these two sons was 
present at the trial, and when the sen- 
tence was pronounced, he immediately 
began to plead on behalf of the mur- 
derer, saying, “My two sons are dead 
and are now safe in heaven, but if this 
young man dies, he will go to hell.” The 
judge was deeply moved, as was also the 
murderer. He was acquited and the 
Korean pastor soon after adopted him 
as his son. 

This Communist and murderer has 
been a student in our Bible institute dur- 
ing the past term. The strong desire and 
prayer of the father is, that he may be- 
come a flaming evangelist like the apostle 
Paul. Such a demonstration of the grace 
of God is almost without parallel. 

—From a missionary letter 
by Marjorie L. Hanson 
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FEBRUARY 10—MARCH 2 Qe 


In the Center of Florida 
on Lovely Jackson Lake 
VISIT Incomparable Crystal Springs 
Fascinating Marineland 
Beautiful Bok Tower and Carillon 
Breath-taking Cypress Gardens 


HEAR THE WORD OF GOD EXPOUNDED 
BY THESE NOTED SPEAKERS: 


Dr. William Culbertson, 
Moody Bible Institute president 


Dr. S. Maxwell Coder, 
dean of education 





Evangelist Michael A. Guido, 
whom God has greatly used, 


and others RK 
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Jesus said, ‘‘Come ye yourselves apart and rest awhile. 
He was with His disciples; He will be with you. 


For further information write Extension Department M414A 


Moody Bible Institute 


Florida 
Bible 
Conferences! 


Gf: 
FEBRUARY 25—MARCH 2 Proce Kalen. 


Between Palm Beach and Miami, 
just off the ocean highway 


RECREATIONAL HIGHLIGHTS INCLUDE: 
Ocean fishing and swimming, golf, 
tennis, horseback riding, shuffleboard 


SIGHT-SEEING TOURS WEEKLY INTO 
1. Everglades National Park 
with its semi-jungle scenes 
2. The Bahama Islands. This 
trip into British territory gives you a glimpse 
of old-country life. Become a part of an 
evangelistic team that preaches on the 
streets of Nassau and make your winter 
vacation count! 
SPIRITUAL HIGHLIGHTS INCLUDE: 


Strengthening, challenging messages by these 
outstanding Bible teachers: 


Dr. William Culbertson, 
Institute president 


Dr. S. Maxwell Coder, 
dean of education 


Song and praise services led by 
Stratton Shufelt, well-known 
conference musician 






enjoy Florida at its best in a spiritual environment. 





” 


820 N. LaSALLE STREET, CHICAGO 10, ILL. 
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THE WATER INTO WINE 


Can you tell me why Jesus turned the 
water into wine at the wedding feast in 
John 2?—Mrs. G. A., Chicago, Ill. 

The fact that the apostle John records 
this miracle at all is of significance, since 
he obviously made a choice of the mir- 
acles he recorded for a special purpose. 
It is further significant since John alone 
of the four Gospel writers mentions it, 
and the apostle concludes the story with 
the remarkable statement: “This begin- 
ning of miracles did Jesus in Cana of 
Galilee, and manifested forth his glory; 
and his disciples believed on him” (v. 11). 

Perhaps all of the miracles recorded 
in the Gospel According to John may be 
understood in the light of the Lord’s own 
words in 1:17: “For the law was given 
by Moses, but grace and truth came by 
Jesus Christ.” The grace, and the glory 
too, of the Lord Jesus Christ are mani- 
fested chiefly in His great sacrificial and 
redeeming love in His death upon the 
cross for us. It is therefore most approp- 
riate and significant that the two ele- 
ments by which we remember that death 
and which represent His blood and His 
body, namely, wine and bread, should 
have been the elements used in the two 
very early miracles of His public min- 
istry. 

This marked from the very beginning 
the purpose for which the Son of God 
descended from heaven (John 3:13), to 
become Son of Man for the redemption 
of men. Of the wine He said: “This is my 
blood of the new covenant, which is 
poured out for many unto remission of 
sins” (Matt. 26:28, AS.V.). And of the 
bread (which He had multiplied in the 
great miracle of the loaves in John 6, 
and which He had spoken of as His flesh 
which He would give) He said, “This is 
my body.” 

From the very begining, then, He was 
looking forward to giving up His life, 
the life which is in the blood. And be- 
cause wine was so common that it fre- 
quently accompanied every meal, and 
particularly the joyous occasion of a 
wedding feast, it was a symbolic setting 
forth and reminder of the purpose for 
which He had come. 


Questions for answer in this department should be 
stated as clearly and briefly as possible and mailed to 
Answering Your Questions, Moopy Monty, 820 N. 
LaSalle St., Chicago 10, Ill. Initials only will be 
printed with questions, but be sure to include your 
full name and address with your letter, since anony- 
mous inquiries cannot be answered. 
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ANSWERING Y 


j, NATHAN J. STONE 
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TOTAL DEPRAVITY 


What is the meaning of the term 
“total depravity”? I have heard it ex- 
plained that there is absolutely nothing 
that is good in man.—M. K., Evergreen 
Park, Iil. 

The term “total depravity” does not 
mean that man is incapable of any sort 
of good; although it is most certainly true 
that as he is influenced by good round 
about him and imitates it, any personal 
goodness of his own is not apart from 
God. That is, he owes it to God. 

As a doctrine it refers to the sinful 
nature of unregenerate man, a sinful na- 
ture which taints with its imperfection 
and therefore renders unacceptable to 
God the best works of which man is cap- 
able. They are totally unable to save him. 

It means that man is “totally” affected 
by sin in every part of his nature and 
capacities: in his emotions, understand- 
ing and will; in body, mind, and soul. 
He is therefore alienated from God (Eph. 
4:18), and cannot of himself understand 
the things of God (I Cor. 2:14). He is 
totally unable to accomplish his own sal- 
vation or in any way to achieve it. The 
initiative lies with God. Ephesians 2:1 
declares in this respect: “You hath he 
quickened who were dead in trespasses 
and sins” (italics ours), and the rest of 
the chapter shows that salvation is only 
and entirely the mercy and work of God, 
to be followed, as evidence of it, by good 
works on man’s part. 


++ + 
THE GOSPEL AND THE LORD’S 
COMING 


Should not the gospel be preached in 
all the world and to every creature be- 
fore the Lord comes for His saints? 
Matthew 24:14 seems to indicate that 
this preaching of the gospel in all the 
world marks the end of this dispensa- 
tion with the coming of the Lord in 
glory with His saints. —A. C. L., New 
York 

Matthew 24:14, while taking in the de- 
struction of the temple in A.D. 70 as a 
near event, refers also to the course of 
this entire dispensation, culminating with 
the judgment of the Day of the Lord, 
of which the judgment of the destruction 
of the temple was typical and a fore- 
shadowing. 

So also the tribulations of those days 
were only the beginnings of those tribula- 
tions, especially for the Jewish nation, 
which have been going on ever since, and 


which find their climax in this future 
“day.” 

But it was true in a measure that even 
before the destruction of the temple by 
Titus, the gospel was already “in all the 
world.” This is the way the apostle Paul 
spoke of it in Colossians 1:5, 6. Today 
again we may say that the gospel has 
practically gone out into all the world, 
although not to every individual or even 
tribe. 

Matthew 24:14, however, refers par- 
ticularly to the time when a repentant 
Israel, reconciled to Christ, will have been 
the messengers of the gospel to all the 
world in the fullest sense. This verse 
speaks about a witness to all the 
“nations,” which would appear to be the 
nations as such rather than “a people 
for His name” out of all the nations ac- 
cording to Acts 15:14, which represents 
the Church. Acts 15:16, 17, then, agrees 
with this understanding of Matthew 
24:14, as a witness to the nations by a 
restored Israel. This should be under- 
stood also in the light of Daniel 12. 

It is our view that the Church will not 
be present on the earth at this time or 
through this period of tribulation and 
judgment, which closes with the Lord’s 
return in glory with His saints. 


9, 
THE HOLY SPIRIT 


A friend of mine insists that the God- 
head consists of only two persons, the 
Father and the Son, but not the Holy 
Spirit also as a person. He states that 
Paul never mentions a third person. Can 
you help in this matter? Is it correct 
to translate Romans 8:27: “And he that 
searcheth the hearts knoweth what is 
in the mind of the Spirit, because he 
maketh intercession for the saints ac- 
cording to the will of God’ ?—H. J. K., 
Florida 

It is difficult to suppose that a per- 
son who makes such a sweeping state- 
ment about the apostle Paul cannot have 
seen II Corinthians 13:14, which reads, 
“The grace of the Lord Jesus Christ, and 
the love of God, and the communion of 
the Holy Ghost, be with you all. Amen.” 
One would be at a loss to know what else 
the Holy Ghost could be in this verse but 
a person and distinct from God the 
Father and God the Son. 

The Holy Spirit is distinguished from 
Christ in Philippians 2:1. The passages in 
John 14, 17 which mention the Holy 
Spirit distinguish Him from the Father. 
In 14:26 the Comforter, who is the Holy 
Ghost, is distinct from the Father as 
well as from Christ. How else could the 
Father send the Comforter? In 15:26 the 
Comforter is said to proceed from the 
Father; and in 16:7 the Lord Jesus said 
that He also would send the Comforter, 
and that the Comforter would not come 
if He did not first go away. 

As for the argument that the word 
“Spirit” in the Greek is neuter in gender 
and should therefore be translated “it” 
and not “He,” the gender is irrelevant. 
The word for spirit in the Old Testament 
is feminine in gender for that matter, 
but is none the less the Spirit and Holy 
Spirit. Besides, the “Comforter,” who is 
the Holy Ghost in John 14:26, is mascu- 
line in gender. How could one have “com- 
munion” (II Cor. 13:14) or “fellowship” 
(Phil. 2:1) with an “it”? How could an 
“it” dwell in us (John 14:16,17) or teach 


Moody Monthly 




















or remind us (14:26) or reprove the world 
of sin, of righteousness, and of judgment 
(16:8-11) ? How could an “it” make in- 
tercession? We are therefore fully justi- 
fied in rendering “He” after “the Spirit” 
in Romans 8:27. Indeed we regard it as 
wrong to do otherwise. 





The Teaching Ministry of 
The Church 
[Continued from page 311] 


upon it in his epistle. 

The goal of Christian teaching is no- 
where stated more crisply and yet more 
completely than in Colossians 1:28: “to 
present every man fully matured in 
Christ.” Christian instruction is not for 
a favored few, but for all believers. All 
the sheep must be fed. Its grand ob- 
jective is spiritual manhood (cf. Eph. 
4:13). Its content must be the Word of 
God, which alone has the necessary 
properties to induce the desired growth 
(I Pet. 2:2). The joy of the Christian 
teacher is complete when he sees his 
hearers established in the faith and 
abounding therein with thanksgiving 
(Col. 2:7). 

A final observation should be made. 
The division into preaching and teaching 
does not limit the death and resurrection 
of Christ to preaching as opposed to 
teaching. This is abundantly clear from 
Romans 6 and many other passages. 
These central verities of the faith are 
of cardinal importance for Christian liv- 
ing, just as they are essential for en- 
trance into Christian life. Even in glory, 
praise and worship will be offered to the 
Lamb who has been slain and is alive 
for evermore. 

Dr. Harrison continues his series next 
month writing on “The Importance of 
Teaching.” 
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Long Sought Treasure } 


of Song and Devotion 
The amazing scope and variety of 
TABERNACLE HYMNS NUMBER 
FOUR fully supply all the music and 
worship needs of choir and congrega- 
tion for Sunday morning services, 
Sunday School, Young People, and 
every use. 

Leaders of all denominations praise 
and acclaim this “Song Book of the 
Nation” for its universal appeal, wide 
range of subjects, “‘singability” and 
strong evangelical emphasis. 









let me see free sample copy of 
TABERNACLE HYMNS NUMBER FOUR, 
famous for its spirit-stirring power. 


/ABERNACLE 
AYN S 





The deep spiritual power of TAB- 
ERNACLE HYMNS NUMBER 
FOUR will fire the fervent zeal of your 
people, and will stimulate congrega- 
tional singing to your heart’s delight. 

Now you can see and sing from a 
free sample of this great all-purpose 
book of 352 pages. Completely orch- 
estrated, attractive waterproof cloth 
binding in choice of two colors, only 
$95 a 100, not prepaid. ACT NOW 





MAIL 
COUPON 
TODAY 














Iam Oo Pastor, CO Supt., or 




































Name 

City Zone State 
Expect to buy new song books ( Date) 

My Official Church and 
Church positi D ination 












“TABERNA CEE 


ruetlS HING 
358-A2 NORTH WALLER AVENUE, CHICAGO 44, ILLINOIS 
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nEWS 
REPORT 
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ORE and more, churches and other 
M religious groups are using modern 
media of mass communication to reach 
more people. 


Move Toward Mass Media 

Most evangelical Christians who listen 
regularly to network gospel broadcasts, 
who see Christian films and possibly 
gospel telecasts. as well, are somewhat 
aware of this trend. But the Associated 
Press in a recent survey has charted 
some of the landmarks along the way. 

The survey notes that church groups 
generally have turned to trained crafts- 
men to produce radio and TV programs, 
many have set up or expanded public 
relations departments and many have in- 
creased their linage of newspaper ad- 
vertising. 

In TV, for example, the amount spent 
by so-called religious groups for networks 
telecast has jumped from $31,000 in 1949 
to $271,000 in 1950 to $402,000 for the first 
half of 1951. These figures, the survey 
points out, do not include a $750,000 fund 
set up late last fall by the Lutheran 
Church (Missouri Synod) for a series of 
half-hour TV shows. 

Production of films and other visual 
aids is likewise growing by leaps and 
bounds. 

In radio, where religious broadcasters, 
according to one network Official, “have 
lagged twenty years behind,” the survey 
notes that religious broadcasting has 
“branched out from sermons and music 
to narratives, dramas, commentaries, 
question and answer programs, and 


documentaries.” It also points out the 
marked increase in the number of net- 
work religious broadcasts during the last 
two years since the American Broad- 
casting Company reversed its policy of 
not selling time to religious groups. 


Ethics for TV 

Also in the field of radio and television, 
two facets of the current move to pro- 
vide a stringent code of ethics for the 
Television industry are of special interest. 

First, the new code, if adopted and 
made effective, will eliminate many of 
the breaches of decency and good taste 
in present television programs. 

Second, if the code is made effective 
in its present form, it will discourage sale 
of television time to churches and re- 
ligious groups. 

The code in question was drafted late 
last fall by seventy delegates from mem- 
ber stations of the National Association 
of Radio and Television Broadcasters 
and representatives of two television net- 
works. On its completion it was placed 
before the association’s board pending 
final approval. If approved, stations con- 
forming to its provisions would be per- 
mitted to show an official seal in con- 
nection with their telecasts. 

The proposed code—which is the in- 
dustry’s attempt to stem criticism on the 
part of the public and forestall possible 
government supervision—forbids profan- 
ity, obscenity, smut and vulgarity. In ad- 
dition, it attempts to control portrayal 
of such things as divorce, drunkenness, 
gambling, use of narcotics and crime. 
Advertising standards are also set out in 
detail. 

The provision concerning religious pro- 
grams opposes the sale of time for such 
telecasts, not the granting of free time 
for these purposes. In practice, however, 
refusal to sell time to gospel telecasters 
would probably limit availabilities for 
such programs. It should be noted, how- 
ever, that this provision of the code is a 
recommendation only, which would not 
necessarily be adopted by the entire in- 
dustry. 

For Youthful Viewers 

Meanwhile a new gospel telecast is 
being launched in the Chicago area with 
a particular view to reaching young peo- 


TELECAST. Increasing emphasis is being placed on television by churches and religious groups 
of every kind. 





ple. Titled “Pattern for Living,” the pro- 
gram is produced on Saturday afternoons 
from 5:00 to 5:30 over WBKB. 

Featuring an informal club house set- 
ting, the program will make use of hich 
school students with emphasis on teen- 
age small talk and interviews with out- 
standing Christian personalities. Chris- 
tian high school students will also be 
utilized in follow-up work with children 
and young people who accept the salva- 
tion message, assisting them in finding 
places in Sunday schools and churches. 

It is expected that the telecast will 
have its most telling effect in thousands 
of the poorer homes of the Chicago area. 
Recent surveys are said to have shown 
that most of the television sets sold in 
the area have been bought by those in 
the lower income bracket. 


Case for a Solomon 

The U.S. Supreme Court is accustomed 
to receiving unusual cases. Now it is 
being asked to untangle the knotty prob- 
lem of whether a lower court has the 
right to determine the custody of a child 
“solely on the basis of the religion into 
which it was baptized.” 

The issues, as reported in Time, revolve 
about Jandyra Southern and her two 
daughters, Diane, eight, and Linda, 
seven. Mrs. Southern is a Catholic. Fol- 
lowing her separation from her husband, 
a Protestant, in 1947, she placed her chil- 
dren in a Jewish foster home. For some 
reason she declared that she and her 
children were Jews. 

A year ago Mrs. Southern announced 
that the two children had actually been 
baptized in the Roman Catholic Church 
and asked that they be returned to her. 
This the New York children’s court re- 
fused to do on the grounds that Diane 
and Linda had for the first time found 
happiness where they were, that they did 
not remember being anything but Jewish 
and that Mrs. Southern was unfit to have 
their custody. 

On appeal a higher court reversed the 
children’s court ruling and ordered the 
children moved to a Catholic home. Mrs. 
Southern confused the matter still fur- 
ther by telling the Jewish agency on the 
one hand that she was willing to have 
the children remain where they were, 
and on the other by authorizing an 
attorney to see that the children were 
transferred to the Catholic home. 

Out of the tangle has emerged the 
appeal to the U.S. Supreme Court filed 
by the Jewish agency. It contends that 
the lower court’s decision violates the 
principle of separation of church and 
state by determining the custody of the 
child “not with reference to its welfare, 
but solely on the basis of the religion into 
which it was baptized.” This, the appeal 
contends, gives “legal sanction to bap- 
tism.” 


Freedom on Trial 

In Canada freedom of worship has 
again been challenged, this time in 
Montreal where police recently broke up 
a Sunday open-air meeting and in an- 
other action arrested a rabbi for con- 
ducting a worship service in his home 
without a permit. 

In connection with the open-air meet- 
ing, Emile Lassegues, pastor of the Cen- 
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tral French Pentecostal Church, pleaded 
not guilty to charges of unlawful as- 
sembly, and failure to obey police orders 
to move when officers arrived at the 
meeting held in the center of the city. 
He declared that the meetings had been 
held regularly without interruption since 
1941. 

The rabbi was convicted under a new 
bylaw which states that “no lot or piece 
of land shall be used for purposes of 
worship, education or. teaching without 
special permission from the Executive 
Committee.” 

Meanwhile all six remaining charges 
of seditious libel against the Jehovah’s 
Witness sect of Montreal have been dis- 
missed. The charges arose through dis- 
tribution of a Jehovah’s Witness pam- 
phlet entitled, Quebec’s Burning Hate of 
God, Christ and Freedom is the Shame 
of All Canada. In dismissing the charges 
the judge ruled that “there is no possible 
incitement to violence in this pamphlet.” 


Pilgrimage of Protest 

Pastors and laymen from the various 
states of the Union are expected to 
gather in Washington, D.C., January 24, 
making a Protestant pilgrimage to pre- 
sent grievances to the President and to 
Congress. 

The call for such a pilgrimage “in the 
spirit of the Covenanters and Gray 
Friars of old’ was issued at the tenth 
annual convention of the American 
Council of Christian Churches in Gary, 
Ind. Particular reference was made to 
President Truman’s proposal to send an 
ambassador to the Vatican. 

Preliminary plans call for visits by 
delegations to their respective senators, 
the sending of a delegation to the Presi- 
dent and a convocation in Constitution 
Hall. 


Record for CBMC 

Christian Business Men’s Committee 
International is beginning another year 
under the leader- 
ship of Arnold Gru- 
nigen, Jr., of San 
Francisco, following 
the  organization’s 
fourteenth annual 
convention in To- 
ledo, Ohio. 

In addition to re- 
electing Mr. Gruni- 
gen, as internation- 
al chairman, and 
Don F. McKechnie 
of Ottawa, Canada, secretary-treasurer, 
Donald MacDonald was renamed ex- 
ecutive secretary. 

Directors elected to replace retiring 
members of the board were James A. 
Baillie, Buffalo, N.Y., wholesale lumber 
merchant who was re-elected to the 
board, and Ralph K. Barker, San Diego, 
Calif., contractor and builder; Julian 
DeRock, Portland, Ore., automobile dis- 
tributor, and Carl A. Gunderson, Chi- 
cago, Ill., builder, all of whom were 
named board members for the first time. 

This year’s convention was the largest 
in the history of the organization, which 
now numbers nearly 250 branches. 
Thirty-four new committees were af- 
filiated with the international group last 
year. 
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Next year’s convention is to be held 
in Atlantic City, N.J., October 15-19, 
while Chicago was selected as host city 
in 1953. 


For Foreign Missions 

A $34,577 foreign missionary program 
is in view for 1952 at the Colonial Hills 
Baptist Church in Atlanta, Ga. The 
amount—more than double last year’s 
figure—was recently pledged at the 
church’s annual Bible and missionary 
conference. 

Three years ago the church had three 
missionaries in the field. Today it is 
providing full or partial support for 
thirty-one missionaries, and anticipates 
increasing the number to more than 
forty before its next missionary confer- 
ence. The pastor, Paul R. Van Gorder, 
recently returned from two months in 
Japan and Formosa, where he assisted 
in the work of the Pocket Testament 
League. 


From Overseas 

Word from Youth for Christ Interna- 
tional this month tells of God’s under- 
taking in three foreign countries. 

In Brisbane, Australia, sudden illness 
of members of a theatrical cast unex- 
pectedly opened the great Cremorne 
theater for use in a city-wide evangelistic 
crusade. Services were conducted by 
Jack Cochrane, Detroit, Mich., evangelist, 
and trumpeter Art Brown. 

During the two-week crusade entire 
families came to Christ. Among those 
professing conversion were a Hungarian 
soldier who had escaped from a Russian 
concentration camp, Queensland’s top 
basketball player, several soldiers and a 
man who had been a drunkard for 
twenty-two years. 

In Japan four Youth for Christ teams 
report more than 2,200 seekers, professing 
a desire to know Christ as Saviour, dur- 
ing two months of gospel work in various 
Japanese cities and towns. In each place 
follow-up classes for the converts were 
established. At one rally the young 
Japanese interpreter became convicted 
of his sin and professed Christ as Saviour 
before the meeting ended. 

“We do not call all who come forward 
at a service ‘converts,’ ”’ David E. Morken, 
Japan Youth for Christ leader, explains. 
“They are ‘seekers’ and only after they 
have spent time in follow-up Bible 
classes and made it clear they know 
Christ as Saviour do they join churches.” 

Encouraging word also comes from 
Portugal where some 2,000 professions of 
faith in Christ are indicated, according 
to reports of the Youth for Christ Mil- 
lion Souls Crusade in that country. 


Educators’ Problem 

What should be the role of the public 
school in the field of religion? 

Some answer to this question should 
be forthcoming late next year from the 
committee on religion and education of 
the American Council on Education, now 
engaged in a survey of university people, 
superintendents of schools and officials 
of state departments of education. Re- 
ligious leaders are also to be contacted 
in the survey, which is being conducted 
by Dr. Clarence Linton, under a $31,000 
Rockefeller foundation grant. 


From the inquiry the committee hopes 
to determine what further studies should 
be made and what possible test projeats 
should be set up. Opinions expressed so 
far indicate agreement that the role of 
religion needs to be clarified, but there 
is great difference of opinion about what 
the schools should do. 


For Christian Education 

Boston’s Park Street Church is dis- 
tributing a total of $22,800 among Chris- 
tian educational institutions following 
its recent third annual Christian educa- 
tion conference. 

The amount, which was $10,000 more 
than the conference offering of a year 
ago, was raised in a single day. Twenty- 
two Christian colleges, Bible institutes 
and preparatory schools represented at 
the conference will share in the funds 
thus provided. Dr. Harold J. Ockenga is 
pastor of the church, which is also known 
for its missionary conferences. 


Course for Chaplains 

A new seminary course for men con- 
sidering entrance into the chaplaincy ‘of 
the armed forces is being taught this 
term at Fuller Theological Seminary, 
Pasadena, Calif. 

The course, which is designed to pre- 
pare men for the special problems faced 
by chaplains, will be under the supervi- 
sion of Dr. William Sanford LaSor, pro- 
fessor of Old Testament at the seminary, 
and a reserve chaplain in the U.S. Navy. 
Army and Air Force chaplains will be 
called in to present the work of those 
branches of service, and line officers and 
medical officers will present the chap- 
lain’s work from the viewpoint of non- 
chaplains. 

While on active duty, Chaplain LaSor 
served as Protestant chaplain for about 
2,000 military men of all branches of 
service in China, traveling nearly 10,000 
miles in western and northwestern China 
to visit camps in which American and 
Chinese personnel were located. 


The Practical Approach 

A reaction to one facet of proposed 
federal civil rights legislation has come 
from a Sunday school class of the First 
Baptist Church in Greenville, S.C. On 
the premise that “the answer to racial 
problems is purely personal, not legis- 
lative,” the Ives class at the church has 
awarded a scholarship to a Negro youth 
for study at the American Baptist Theo- 
logical Seminary, Nashville, Tenn. 

Recipient of the $500 dollar scholarship 
is twenty-two year old Grady H. Donald, 
a graduate of Benedict College, Colum- 
bia, S.C. Without the aid extended by 
the Sunday school class, Donald would 
have been unable to attend school. 

The project was begun by the class 
after discovering that only 500 young 
Negro ministerial students graduated 
from American schools last year. 


Press and Writers 

O. K. Armstrong, U.S. congressman 
from Missouri and staff writer for Read- 
er’s Digest, will be the featured speaker 
at the annual convention of the Evangel- 
ical Press Association in Chicago, Jan- 
uary 22-24. The convention, which will 

[Continued on page 362] 
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Rev. Jacob Peltz 


A CRUEL WINTER & DARK NIGHT GRIPS 
SUFFERERS BEHIND IRON CURTAIN 


We are still in contact with suffering Hebrew Christians in 
Communist countries. We do all we can to help them. The 
fear, the hunger, that have gripped these brethren of our Lord, 
are unimaginable. One of these, acknowledging a food supply 
sent in October, wrote: “I tremble when I think of this winter. 
We shall be very cold! The inadequate nourishment, the lack 
of lard, renders cold even more intolerable. Yes, a very dark 
night is falling upon us all, and only our faith in God gives 
us strength to endure. Your parcels were of great benefit to 
us. They supplemented our inadequate diet, so that for some 
time we did not suffer the scourges of hunger. Alas, we are 
now gnawing at the end of them, and the spectre of starvation 
shows again its weird face.” 


In addition to these sufferers in Europe, we beg of you to also pray for our Hebrew 
Christian brethren in the Holy Land where there is so much suffering because of 
the critical food shortage. Our relief operations not only save from starvation, but 
strengthen the faith of these Hebrew Christians and enable them to witness amongst 
their unconverted brethren. 
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91 Bellevue Avenue 


Toronto, Ontario 














zones a —_ 


Tabernacle 


MAZING SLIDES AND FILMSTRIPS in ~ color. Every 
series is the product of prayer, and a SOUL 
for FREE Illustrated Price List of true Gospel — od Children, 

le and Adults. Also Bible Story series and yell “Hymns 
illustrated in color. Christmas an 

\ dh teaching, entertaining pictures are unique and different. Don’t miss 

this opportunity to investigate. Price list sent air mail. Write Today! 


o Sing” 


Pictures 


icture- 
WINNER. Send Today 


ter Stories. 


Jonah Fleeing from the Presence 


GOSPEL SLIDE AND FILM SERVICE, Dept. MM—P.0. Box 1143, Tacoma 1, Washington of the Lord 















Help 


You can help us care for your name and address 


changes, and other inquiries, more promptly and 


efficiently by including with your correspondence, a 


copy of your name label from your Moody Monthly. 


If you copy it, please repeat name and address as it 


appears on the label, together with the order number 


and expiration date. Thank you. 


Address Moody Monthly 
820 N. LaSalle St. 
Chicago 10, Illinois 








336 





Golden Nuggets 


IN THE NAME OF JESUS 


E Authorized Version of Philippians 

2:9, 10, reports the Greek text as fol- 

lows: “Wherefore God also hath highly 

exalted him, and given him a name which 

is above every name, that at the name 
of Jesus every knee should bow.” 

Bishop Lightfoot in his Epistle to the 
Philippians says, “The rendering 76 dvoua 
(the name), for which the Received Text 
has dévoua (a name) without the article, 
is unquestionably correct, both as having 
the support of the oldest MSS., and as 
giving a much fuller meaning.” 

At our Lord’s exaltation, God the 
Father gave Him the name which is 
above every name. That name was not 
“Jesus,” the name given Him at His 
birth at Bethlehem. 

Lightfoot says: “We should probably 
look to a very common Hebrew sense of 
‘name,’ not meaning a definite appella- 
tion, but denoting office, rank, dignity. 
In this case the use of the ‘name of God’ 
in the Old Testament to denote the 
divine presence or the divine majesty, 
more especially as the object of adoration 
and praise, will suggest the true mean- 
ing: since the context dwells on the 
honor and worship henceforth offered to 
Him on whom ‘the name’ has been con- 
ferred.” 

The expression “the name,” in its con- 
tent of meaning, includes everything that 
God is in His being, His glory, majesty, 
power, righteousness, holiness, etc. All 
this was conferred upon the Lord Jesus as 
the Son of Man at His exaltation. In His 
humanity, He lost all this which He in 
His deity possessed before the incarna- 
tion, although He still possessed it in His 
deity in His incarnation. Consequent 
upon His humiliation and in view of it, 
there was placed upon the shoulders of 
a Man, all the attributes and preroga- 
tives of Deity. This is what Lucifer sought 
when he fell. Thus universal worship will 
be accorded our Lord as the God-Man 
who, while possessing all that is implied 
in the name by virtue of His possession 
of deity, also possesses the same as hav- 
ing been conferred upon Him in His 
humanity. 

Our Lord undoubtedly had the same 
Hebrew usage in mind when He said, 
“Whatsoever ye shall ask the Father in 
my name, he will give it you” (John 16: 
23). He instructs us to pray in His name. 
But that name again is not “Jesus.” The 
Greek has it, “in the name of Me,” that 
is, “in the name which I possess.” 

Praying in the name of Jesus means to 
ask God the Father to answer in view of 
what Jesus is in His matchless person, 
very God of very God, the God-Man, 
upon whose shoulders as the Son of Man 
rests all the rank, dignity, and majesty of 
Deity. That is the endorsement we place 
upon the petitions we present at the 
Bank of Heaven. 
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SUNDAY SCHOOL LESSONS 








January 20 
Discipleship and Business 
Matthew 9:9; Luke 5:27-39 


MEMORY SELECTION: They that are 
in health have no need of a physician; 
but they that are sick. I am not come to 
call the righteous but sinners to repent- 
ance.—Luke 5:31, 32, AS.V. 


There is no question that it is possible 
to serve the Lord in the regular occupa- 
tions of life. In fact, wherever one works 
he should be there because he believes it 
is God’s will for his life. If he does not 
have that consciousness, he had better 
seek the will of God and act accordingly. 
Of course it is of wonderful significance 
when the Lord in grace calls anyone to 
labor in what we ordinarily call full-time 
Christian service. 

In this lesson it is interesting to note 
that the Lord called a man from the 
usual pursuits of business. It will be 
remembered that his occupation was not 
well thought of. The Jews looked upon 
the publicans as traitors to their own 
nation and as friends to the imperial 
authority of Rome. Not only so, but 
many of these publicans were unjust in 
the taxation which they demanded, and 
so they attained a very unsavory reputa- 
tion. However, these considerations did 
not keep our Lord from stopping at the 
receipt of customs and calling the man 
we know as Matthew. 


I. The Lord’s Call (Matt. 9:9; Luke 
5:27, 28) 

The call of Matthew is given in two 
Gospels. In Matthew's account his name 
is specifically cited as Matthew, while 
Luke gives it as Levi. Probably Levi was 
his name prior to his following the Lord. 

Here again we seé the grace of the 
Lord Jesus in turning to this man of 
unsavory reputation in order to call him 
to the privileges of discipleship. Thank 
God, the Lord can reach any individual, 
whatever his occupation or spiritual sta- 
tus or social position. The only require- 
ment on our part is willingness to re- 
spond to what He asks. The Lord found 
in Matthew a willing disciple. Called 
from his disreputable profession, Mat- 
thew leaves the tollhouse, the place of 
taxation, and follows the Lord Jesus. 

Notice the order of the words in Luke 
5:28: “Follow me. And he forsook all, 
and rose up and followed him.” The rec- 
ord says he forsook all before it says he 
rose up and followed the Lord. In other 
words, there was a decision of mind and 
heart. Matthew’s willingness to leave 
the whole unsavory, though lucrative, 
business was indicated by his forsaking 
it all even before he ever stood to his 
feet to follow the Saviour. This reminds 
us of the demand of repentance in Acts 
20:21: “repentance toward God and faith 
toward our Lord Jesus Christ.” As you 
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know, repentance signifies a change of 
mind, and it is precisely that which was 
involved in Matthew’s action of forsaking 
all, followed by his arising and going 
with the Lord Jesus. 


II. The Lord’s Explanation (Luke 5: 
29-32) 

There is something very refreshing and 
stimulating in the fact that Matthew 
wanted all his business companions to 
know of his decision. To establish the 
fact that he was now following the 
Saviour, Matthew made a great feast, to 
which he invited a “multitude of publi- 
cans and of others” (v. 29). In his nar- 
rative Matthew makes it clear that the 
Pharisees were on the outside looking in, 
for he says, “when the Pharisees saw it” 
(Matt. 9:11). These separatists and men 
who had the privilege of writing the 
Scriptures (the scribes) murmured 
against the disciples of the Lord, observ- 
ing, “Why do ye eat and drink with the 
publicans and sinners?” They were not 
concerned at all that Matthew was turn- 
ing to follow the Saviour and thus walk 
in paths of righteousness. All that con- 
cerned them was the fact that the Lord 
was in a place they thought He should 
not be. 

Our Lord then gives the explanation 
as to His presence there: “They that are 
in health have no need of a physician; 
but they that are sick. I came not to 
call the righteous, but sinners to repent- 
ance” (vv. 31, 32). 

It is not necessary to believe that the 
Pharisees and the scribes were actually 
“in health.” The point is that they 
thought they were. Taking them at their 
own evaluation of themselves, the Lord 
indicates that their conception of their 
own righteousness precluded His helping 
them. But there were those that recog- 
nized themselves as sinners and there- 
fore in need of Him, and to them He 
came as the physician to save and heal 
their souls. 


III. The Lord’s Teaching (Luke 5:33- 
39) 


The Lord Jesus indicated to those who 
questioned the reason for the difference 
in the demeanor of His disciples over 
against the disciples of John the Baptist, 
that while the bridegroom was present, 
there would indeed be joy; that the day 
would come when the bridegroom would 
be taken from them and then they would 
fast as did the disciples of John. Christ 
undoubtedly was referring to His depar- 
ture, with particular emphasis upon the 
days prior to the coming of the Holy 
Spirit on the Day of Pentecost. 

The illustrations He uses are full of 
freshness and significance. The message 
He came to bring was not the sewing of 
a patch of new cloth on an old garment, 
which would cause the new cloth to tear; 
nor was it the putting of new wine into 
old wine skins, which would cause them 
to burst. He makes all things new. The 
record emphasizes the fact that the gos- 


pel of the grace of God is not to be 


restricted by any prejudices. Its joy and 
its wonder are not to be suppressed. 





January 27 
A Hesitant Follower 
John 3:1-10; 7:45-52 
MEMORY SELECTION: Verily, verily, I 
say unto thee, Except one be born anew, 
he cannot see the kingdom of God.— 
John 3:3, A.S.V. 


Of at least one of the followers of the 
Lord Jesus Christ, it is recorded that he 
was “a secret believer.” “Joseph of Ari- 
mathea became a disciple of Jesus, but 
secretly for fear of the Jews’ (John 
19:38). While the term is not specifi- 
cally used of Nicodemus, there can be 
little question as to the appropriateness 
of the designation for him also. 

There seems to be some particular sig- 
nificance in the fact that Nicodemus 
came to the Lord by night, for that fact 
is stressed in John 3:2 and 19:39. Such 
an observation is not to cast doubt upon 
the genuineness of his faith, but may 
have been an unwillingness to come out 
openly. How he justified his action we 
have no way of knowing. That the Lord 
in longsuffering mercy dealt with him 
and that ultimately he came into a ra- 
diant public testimony, we have reason 
to believe. Surely the Lord wants us who 
are His followers to make an open avowal 
of Him. The Scripture for us, very defi- 
nitely, is Romans 10:9, 10. 


I. An Inquirer (John 3:1-10) 

As Nicodemus came to the Lord Jesus 
Christ, it is very evident that he was 
voicing a conviction which must have 
been held generally by all his colleagues 
in the Sanhedrin. Observed Nicedemus, 
“We know that thou art a teacher come 
from God; for no one can do these signs 
that thou doest, except God be with him” 
(v. 2). Though there was an unwilling- 
ness on the part of others to acknowledge 
this fact, the secret is out in this admis- 
sion of Nicodemus’. 

It is an interesting fact that when our 
Lord dealt with the woman of Samaria, 
who certainly needed to know that it was 
necessary to be born again, He used an 
entirely different approach. Here he 
brushes aside the implied compliment 
and greeting of Nicodemus and faces this 
religious man, who by the standards of 
the world would be called righteous, with 
the absolute necessity of a spiritual re- 
birth if ever he was to see the kingdom 
of God (v. 3). 

Bringing this subject to the fore raised 
two questions in the mind of Nicodemus. 
The first is posed in verse 4: “How can 
a man be born when he is old? can he 
enter a second time into his mother’s 
womb, and be born?’ Nicodemus con- 
founded what our Lord was saying with 
natural birth, so the Lord emphasizes in 
His reply that He is speaking of a birth 
that is the result of the operation of the 
Holy Spirit (vv. 5, 6). 

Our Lord very clearly distinguishes be- 
tween natural birth—“born of the flesh,” 
and spiritual birth—‘“born of the Spirit.” 
In other words, there is something di- 
vine, something supernatural so far as 
this birth is concerned. 

Whether we adopt the view that water 
here is a symbol of the Holy Spirit, or 
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On this occasion, when the Pharisees 
sent their officers to apprehend the Lord 
Jesus and they came back without Him, 
the Pharisees were greatly concerned. 
These men went to take Christ, and our 
Lord in His teaching took them; that is 
to say, He brought them to a realization 
of the fact that He was the teacher 
come from God. 

The Pharisees evidently were greatly 
concerned lest even among their own 
number some should believe on Him (v. 
48). The multitude they slightingly 
looked down upon. If a great many of 
them believed, that would be a discred- 
ited matter for them; for “this multitude 
that knoweth not the law are accursed” 
(v. 49). It was then that Nicodemus 
stepped forward and asked the very sen- 
sible question, “Doth our law judge a 
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MEMORY SELECTION: If we confess 
our sins, he is faithful and righteous to 
forgive us our sins, and to cleanse us 
from all unrighteousness—I John 1:9, 5 
AS.V. 


Some make the mistake of identifying 
the woman mentioned in today’s lesson 
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with Mary of Bethany. We would agree 
with those who say that the woman men- 
tioned in Matthew 26:6-13 and Mark 
14:3-9 is Mary of Bethany, who is spe- 
cifically named in John 12:3-8. Though 
it is true that the accounts in Matthew 
and Mark indicate that she poured oint- 
ment on our Lord’s head and John 12 
says she poured ointment on His feet, 
what is to keep us from believing that 
she may well have poured the ointment 
on both His head and feet? 


While we understand that Mary was a 
sinner, for all have sinned and come 
short of the glory of God, nevertheless, 
the designation of Luke 7:39 would indi- 
cate this woman was a specific kind of 
sinner. What we have in Luke 7, there- 
fore, is another incident quite removed 
from the one mentioned above despite 
the points of similarity. 


I. Blessing Through Faith (Luke 7: 
37, 38, 44-50) 

It is impossible to read this story with- 
out understanding something of the 
gratitude which welled up in the heart 
of this woman as she realized that the 
Lord had met her need and had forgiven 
her sins. 


It seems to us that the main stress, so 
far as her blessing is concerned, is indi- 
cated in verse 50: “Thy faith hath saved 
thee; go in peace.” The fact is, her faith 
linked her with the mighty Saviour and 
was the means by which His salvation 
was made hers. 

Though faith must include 


trust in the Lord Jesus Christ, 
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we read that the woman stood behind the 
Lord at His feet weeping. These tears, 
the evidence of her repentance and con- 
trition, fell upon His feet and she wiped 
His feet with her hair. Her gratitude 
was such that she even kissed His feet 
and anointed them with the ointment. 
Here then was faith manifesting itself 


.in the love of heart that the saved sinner 


must always have for the Saviour. 


Let us stress once again that it was 
not her repentance, nor her contrition; 
not the weeping nor the offering involved 
in the ointment—all of these were evi- 
dences of faith; but the heart of the 
matter was trust in the Lord Jesus, com- 
mittal of her life to Him. Only thus 
does one pass out of death into life. 


You will notice that Simon observed in 
His heart, “This man, if he were a 
prophet, would have perceived who and 
what manner of woman this is that 
toucheth him, that she is a sinner” (v. 
39). Probably the woman was notorious. 
Unquestionably, Simon was right in his 
designation of her as a sinful woman. 
He did not see what had gone on in her 
heart; he did not see what the Holy 
Spirit had done as she exercised faith in 
Christ. Thank God, the Lord can save 
sinners and it matters not how deep we 
have fallen into evil, He is able to save 
us if we are willing to be saved. 


II. Loss Through Self-righteousness 
(Luke 7:36, 39-43) 

This Pharisee who invited the Lord to 
partake of dinner was hospitable up to a 
point. He did invite Him to a meal, but 
he did not observe the usual Oriental 
hospitality. Our Lord had to say to him, 
“I entered into thy house, thou gavest 
me no water for my feet ... thou gavest 
me no kiss . . . my head with oil thou 
didst not anoint” (vv. 44-46). At least 
the washing of the feet was customary, 
and it was a gross negligence on the part 
of Simon to have omitted so important a 
matter. 

Simon was not only a poor host, but 
also blind to spiritual matters (cf. v. 39). 
Surely the insinuation of his remark was 
to look down his nose at this woman and 
brand her as utterly unworthy, as some- 
one who should not even touch a man 
who claimed to be a teacher. 

In this connection it is interesting to 
note what our Lord had to say. Look 
carefully at verse 44: “Simon, seest thou 
this woman?” Simon really didn’t see 
her; he saw what she had been, but he 
didn’t see what she was. If he had, he 
would have understood the significance 
of her tears and her anointing the Lord’s 
feet with ointment. 


If he had really seen her it would have 
been a reproach to himself; he would 
have recognized his own sinfulness in his 
failure to do what the common courtesies 
of life demanded. Often the self-right- 
eous are so engrossed in their own seem- 
ing perfections that they cannot see what 
is spiritual and what is right in anyone 
else. 

If Simon thought he had been forgiven 
by God at all, he actually regarded it 
very little. If he was forgiven, then his 
self-righteousness was so great that he 
did not value the greatness of the loving 
act of God in providing a Sin-bearer for 
him and in offering him salvation and 
forgiveness through His Son. The 
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chances are that he was not forgiven, 
that he did not realize he needed a 
Saviour. 

Thank God, when we come to the end 
of ourselves and recognize we do need 
the Saviour, He stands ready to save; 
and then it is that from deeply penitent 
hearts we sob out our hearts and joy- 
ously acclaim Him our Lord and our 
“aviour. 





February 10 
The Decisions of 
Two Rich Men 

Luke 18:18-23; 19:1-10 
MEMORY SELECTION: Enter ye in by 
the narrow gate: for wide is the gate, 
and broad is the way, that leadeth to 
destruction, and many are they that 
enter in thereby. For narrow is the gate, 
and straightened the way, that leadeth 
unto life, and few are they that find it.— 
Matthew 7:13, 14, A.S.V. 


Wealth for most of us presents a tre- 
mendous snare. When we become pros- 
perous we are tempted to think we have 
gotten our wealth by dint of our own 
prowess, and we tend to put confidence 
in our resources rather than in our God. 
However, wealth need not be the source 
of any man’s downfall, for if he comes to 
great riches he can use them for the 
honor and glory of the Lord Jesus. 

Our lesson today brings together two 
individuals, one of whom found riches a 
curse and the other was willing to relin- 
quish them that he might follow Christ. 
The question is, For what or for whom 
are we living? If it is the acquisition of 
material resources, then life to us must 
ultimately be meaningless. If for us to 
live is Christ, and therefore all that we 
have and are we give to Him and use 
for Him, then these things that otherwise 
might condemn us to the nethermost hell 
can be utilized for God and be a blessing 
to mankind. 


23) The Poor Rich Man (Luke 18:18- 

You will notice that this rich man was 
a ruler (v. 18), which probably refers to 
his position in the synagogue. His char- 
acter, therefore, must have been exem- 
plary. Furthermore, he was respectful. 
He addressed the Lord as “good teacher.” 
And he was concerned about things spir- 
itual, for his question was indeed a most 
important one: “What shall I do to in- 
herit eternal life?” 

Let us not condemn him because he 
seemed to mix two ideas, that of doing 
something and that of inheriting some- 
thing. Let us pass that by; the Lord did. 

The first thing the Lord did was to 
question him on the use of the adjective 
good, in the expression “good teacher.” 
The Lord Jesus was not denying that He 
was God (v. 19). Far from it. He was 
actually claiming definitely that He was 
God and He wanted this young man to 
understand the implication of the use of 
that word good and addressing it to Him. 

In answer to his question, the Lord 
quoted the decalogue, emphasizing par- 
ticularly our duties toward our fellow 
man. After all, these are the evidences 
of our faith in the Lord. 

There is something at once compelling 
and at the same time pathetic in the 
answer of the young man, “All these 
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lives. BRYAN therefore seeks to 
develop its students in heart— 
as well as in hand and in head. 
A promising senior classman ree 
cently wrote: 


“Young people at BRYAN are 
urged to spend time each day in 
private ‘room’ devotions. The 
weaker roommates grow in Christ 
through the help of their more 
spiritual chums. The mid-morn- 
ing chapel periods contribute 
much to the spiritual maturing 
of the student. Weekly class 
prayer meetings, mission prayer 
bands, ‘dorm’ prayer meetings 
and the BRYAN Family prayer 
service all conduce to robust 
spiritual growth.” 
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things have I o»served from my youth.’ 
Our Lord did not challenge him on this 
matter; rather He put it to a test. The 
young man had at least in a measure 
outwardly conformed to the law. But 
deep down in his heart he needed to be 
convinced that he was a sinner before 
God. And so the Lord said, “Sell all that 
thou hast, and distribute unto the poor, 
and thou shalt have treasure in heaven: 
and come follow me.” If it were true 
that he loved his neighbor as himself, 
then certainly he would be willing to do 
the thing the Lord was asking. 

Notice his reaction. He became ex- 
ceeding sorrowful. No wonder our Lord 
had to observe very sadly, “How hardly 
shall they that have riches enter into the 
kingdom of God!” The point is not that 
they cannot, but that they will not. Once 
we have acquired, we want to possess. 
We forget that a man’s life consisteth not 
in the abundance of things which he 
possesseth; we forget that man cannot 
serve God and mammon, and that, in 
some way or another, mammon does be- 
come a tyrant, the sovereign of the soul, 
unless God has that place. 


II. A Rich, Rich Man (Luke 19:1-10) 

Here is the story of Zacchaeus. He had 
been very successful, even to becoming a 
chief publican (v. 2). Taxgathering in 
the land of Israel was pretty much a 
political plum that could be bought at a 
price. The one who got the job would 
parcel out his district to other taxgath- 
erers under him, who in turn submitted 
to him a portion of what they collected. 
There was no standard rate of taxes. It 
was a dishonest business, and there was 
far more than a lack of patriotism in- 
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volved in the hatred of the Jews for this 
class of people. 

This little fellow by the name of Zac- 
chaeus wanted to see Jesus. At least 
that was commendable. The Lord stopped 
under the tree in which Zacchaeus had 
climbed and said to him, “Make haste 
and come down, for today I must abide 
at thy house.” We all know the story. 
Something of the power of God touched 
his life and Zacchaeus, to evidence the 
fact that he truly was a son of Abraham, 
one who believed God, said, “Behold, 
Lord, the half of my goods I give to the 
poor; and if I have wrongfully exacted 
aught of any man, I restore fourfold” 
(v.8). It was not the giving of his money 
to the poor that saved Zacchaeus; that 
was the evidence that faith had already 
come into his heart. 

Let us remind ourselves that the Lord 
came to seek and to save that which was 
lost. Our sin should not keep us from 
Him. In one sense, it is our sin which 
qualifies us, for He came to save sinners. 
Having come to Him as a sinner, His 
word then is, “Go and sin no more.” 


self-government, 


Reseeing Northeast Africa 
[Continued from page 317] 


feeling has become so acute that it is 
not only anti-British, but borders on 
anti-foreign.* It is almost at the place 
where we might expect it to be expressed: 
“Egypt for the Egyptian only.” 


’ The same nationalistic feeling is mani- 
fest in neighboring Iran in the determi- 
nation of that government to nationalize 
and expropriate the oil industry which 
has been developed by outside ingenuity 
and foreign capital and which has been 
her greatest source of revenue. 


In the Sudan only three years ago, to 
prepare the country for representative 
a legislative assembly 
was established. In provinces where the 
people are far enough advanced that 
elections can be held, the representatives 
are elected by the people. Among the 
more backward and primitive peoples, 
where it is not yet possible to hold popu- 
lar elections, the representatives of such 
provinces are appointed so that all classes 
and tribes in the Sudan may have a 
voice in determining the future course of 
government. A year ago the legislative 
assembly voted by a one vote majority to 
establish complete independence in 1953. 

How rapidly things are moving these 
days! Here is a babe in swaddling 
clothes expressing its ambition to throw 
off all foreign help in ruling this coun- 
try. There are a few very able men who 
have been tutored for places in seif-gov- 
ernment, but their number is as yet 
wholly inadequate to man the most im- 
portant administrative positions essential 
to a stable government. 


+ TurninGc to Ethiopia, we find in its 
emperor a man of high ideals. one w. 0 
is most sincerely interested in the wel‘are 
and advancement of his people and who 
is seemingly doing all in his power for 
their advancement. To soine of uit 
seems that in his eagerness for the 2J- 
vancement of his people, he may be re- 
linquishing his powers too rapidly to 
various ones under him who have not yet 
reached sufficient maturity in statecraft 
to properly govern the provinces. Some of 
these provinces are so remote from the 
capital, and communication and trans- 
portation are so slow, that the governor 
of a province may even order something 
entirely contrary to the wishes of the 
emperor. This condition will doubtless 
be remedied as the airplane makes pos- 
sibe closer contact between the emperor 
and his subjects. 

The emperor now has his own private 
plane. The day we arrived in Addis Ababa 
his plane flew in possibly fifteen minutes 
ahead of ours. He was returning from a 
visit to one of the outlying provinces. 
Last December he was able to make his 
first visit to one of the larger cities of 
western Ethiopia. Without the plane it 
would have taken him at least a month 
by trek. 

So much for the changing world. With 
it, of course, come new problems. The 
forces which accelerate the spread of the 
gospel are also utilized by the forces of 
evil. The advancement of Islam among 


This appraisal of the Egyptian situation was 
made in July before the recent worsening of Anglo- 
Egyptian relations. 
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Since graduation from the Institute, he has pastored two churches, 


FRANKLIN F. ELLIS, Moody ’39, is 
national director of the Child Evangelism Fellowship. 


carried on a radio ministry, and been active in 
summer Bible conference work. 


“My question had 





only ONE answer...” 


“Where can I secure the most thorough and 
adequate training for Christian service? This 
is the question I asked back in 1933. Having 
been recently converted, I knew God was 
calling me into full-time Christian work . . . 
so I asked this question of God and of godly 
men. 

“After spending much time in prayer and 
investigation, this conclusion stood out in 
my mind: two things are essential in the 
preparation of every Christian worker— 
sound doctrine and practical training. 

“When I asked where such preparation 
could be secured, I received a unanimous 
reply: ‘The Moody Bible Institute. There 
is no better place.’ 

“T enrolled in MBI without delay. What 
did I find as a student? Two things, primarily: 





“First, [ sat under godly teachers who 
filled my mind and heart with sound teaching 
centered on the Word of God. Secondly, 
through practical Christian work assignments 
in jails, missions, and on street corners, I 
learned to put theory into practice. At once 
I experienced the joy of leading others to 
Christ. 

“Now, looking back on 12 years of Chris- 
tian service, I praise God for Moody train- 
ing. The Lord has been pleased to give me a 
wide and varied ministry in the pastorate, 
radio broadcasting, summer Bible confer- 
ence work and the Child Evangelism Fellow- 
ship. 

“Today when young people ask my advice 
about preparing for Christian work, | give 
the answer I received .. .‘Prepare at Moody.’” 








AN INTERESTING PICTURE BOOK of student 


li‘e at Moody Bible Institute is yours for the asking. 


With it you'll receive a catalog, which gives a complete and 
detailed description of the courses at this well-known Bible 
school—the school that gave Franklin F. Ellis the 
foundation for a successful Christian career. Address 


Office of Admissions, Room M820 
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PRAY 


¥ I will, the Lord en. 
; abling me, pray for the 
salvation of the Jews, of 
whom my own Saviour 
came. 


I shall do my part 
in ziving the Gospel + 
to the Jews, for they #21 
were Jews who first “~*S-—" 
preached Christ to my Gentile 
forefathers. 


ZZ REMEMBER 
I shall also remember the 


Jewish Christians, suffering dis- 
tress and discomfort in many 
parts of the world, for this is my 
Saviour’s will, and such was His 
love for them. 


THE FRIENDS OF ISRAEL Missionary and Relief Society, 
Inc. ministers to the spiritual and material needs of the Jews and 
Jewish Christians throughout the world. We will be glad to be a 
channel of your Christian interest and love for God’s ancient people, 
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VITALIZE YOUR TEACHING 
With Effective Visual Aids 


the pagan tribes particularly creates one 
new problem. At Malakal, the capital of 
the upper Nile province, there now stands 
a large and imposing mosque, with its at- 
tendant appeal to the Shulla people to 
become followers of the false prophet. 
Thus the task of the missionary becomes 
more difficult as he has to deal not only 
with paganism, but also with Moham- 
medanism in areas where formerly only 
paganism existed. Many other new prob- 
lems have arisen. 


+ But the unchanging gospel is manifest 
in its unchanging power. “It is the power 
of God unto salvation to every one that 
believeth.” 

Possibly the most outstanding impres- 
sion which came to me was this power of 
the unchanging gospel to meet the needs 
of all races and tribes. It was our privi- 
lege on Christmas day to attend the 
Christmas service at Doleib Hill. For sev- 
eral years this service has not been held 
in the church building, which is far too 
small to accommodate the crowds who 
attend. We met down by the river under 
a great spreading tree. Here I saw gath- 
ered the largest number of Shulla people 
I had ever seen at one time or place. 
Probably upward of twelve hundred were 
there, including the Shulla king. 

The native pastor was in charge of the 
service. After several songs and prayers, 
one of the young men read in the Shulla 
the Christmas story from the Gospel ot 
Luke. The senior missionary at the sta- 
tion, who has completed twenty-five 
years of service there, gave an excellent 
message on the meaning of Christmas. 
The king then addressed the people. After 
he arose to speak he asked the pastor to 
again lead in prayer. 

Now the king was not a baptized be- 
liever. He could scarcely be one and con- 
tinue to be king in view of the heathen 
rites a king must perform as head of his 
people. When he began to speak he said: 

“T am ashamed of you. I am ashamed of 
you because not nearly enough of you 
have believed. The Dinkas and Nuers 
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have gone far ahead of you, for many 
more of them have believed. I believed 
years ago and I still believe, but not 
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nearly enough of you have believed.” 


I thought as I heard him speak that 
such a testimony as they heard from 
their king that day must carry weight, 
even though he had never come to the 
place where he was willing to renounce 
all—even his kingship—and be known 
openly as a follower of the meek and 
lowly Jesus, the Lord and Saviour. 

In Life magazine for November 20, 
1950, on page 123, you will find a picture 
of this king. His lips are silent now. The 
testimony he gave that Christmas day 
was the last public testimony he ever 
gave. Oh, that it might have been clear- 
cut for Christ! Later word from the 
Sudan told of his death. He died sud- 
denly, no doubt according to Shulla cus- 
tom. No Shulla king ever dies naturally, 
for he is choked to death by his wives 
when they think his time has come. 

How great is the power of darkness still 
enshrouding this land. It is a power 
which can be broken only by the gospel 
of the risen Christ! May the next fifty 
years—if the Lord should tarry—see still 
greater advance in the missionary task. 
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Good News 


DON MOON 


Of course I want to keep informed, 
And so I read the daily press 
To learn what hill our troops have 
stormed, 
Opinions those in power express, 
The latest perfidy exposed 
Or breach of trust that is disclosed. 


To Reds and rascals, taxes, tanks 
And atoms, rockets, jets and guns, 
To death, destruction, crooks and cranks 
Much of the daily news grist runs; 
And were this all my reading fare 
I know my heart would soon despair. 


But I’ve a Book of better news— 
My Bible—and I keep it near, 

For it has saner, sounder views, 
Acsurance in this time of fear; 

And although written long ago 

Its words are fresh, its pages glow. 


It, too, has told of wars and blood 
And evil that must be put down, 
Of fire and earthquake, famine, flood— 
But also of the cross and crown. 
Unlike grim news through which we 
grope, 
It tells of Christ, who is our hope! 


x WW 


Experience in India 

Two missionary women with their Bible 
women, Indian cook, and motor driver were 
in a Punjab camp in India. Suddenly a 
drunken maniac appeared, carrying a hatchet 
tied to a six-foot pole. He ran into the cen- 
ter of the camp, and with horrible yells 
began beating the tents. One of the mission- 
aries held her tent so that he could not enter, 
but she was badly cut on the hands. Upon 
hearing the screams her companion rushed 
from her tent to help, but fell twice over 
the tent ropes and the maniac began to hit 
her. She rushed to the driver’s tent, but the 
mad man pulled the tent down on top of 
her. The driver had been beaten, but he had 


“ run out of camp for help. The yells brought 


the cook, a frail young man, who was soon 
overpowered by the maniac and fell in a 
pool of blood. After viewing his crime with 
evident pleasure, the mad man left the camp 
as he had entered it, with inhuman yells. 
The Indian doctor came and the women 
were taken to the native dispensary and later 
moved back to the mission station, but the 
cook had to remain. 

“As I saw our cook in this condition,” says 
a former Moody student who tells the story, 
“and thought of him as he came to my res- 
cue, Christ Jesus wounded for our sakes had 
a new vividness and meaning.” 

The two Bible women were able to hide 
under their beds so were unhurt, and they, 
with the missionaries, are praising the Lord 
for their escape from death. They feel that 
God will bring glory to Himself through this 
event, so they have a great joy in their 
hearts. If preaching will not bring the desired 
fruit, perhaps God will use other methods. 
—Student News Service. 
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New, effective teaching method for children 
or adults. Quarterly packets of 12 large 10% 
x 13%-inch sheets in full color, with suede 
back. Ready to cut out and use on your flan- 
nelboard. Priceless teaching aids for classes 
using Uniform Lessons, or any other. Every 
packet contains 13 lessons and complete teach- 
er’s manual, with applications for children and 
also for youth and adults. Use Pict-O-Graph 
Object Lessons in Sunday school, vacation 
Bible school, midweek classes. Order now! 
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Youngsters will love this big chart with its large 
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tuins space for 46 names, It has metal rims and 
eyelets for hanging. It requires No, 2 gummed 
stars. 
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Beautiful new attendance chart for children. 
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quarter. Big full-color picture of the Good 
Shepherd and His flock. Metal’ rims with eyelets 


for hanging. 
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THE NEW YEAR’S RESOLUTIONS 
I will live cheerfully toward God and 
man. 

I will be a loyal friend. 

I will be considerate toward the old. 

I will try to make at least one child 
happy every day. 

I will be patient and kind to discour- 
aged souls. 

I will be specially helpful to people 
who are handicapped by any weakness or 
misfortune. 

I will be patient with people who dis- 
agree with me. 

I will hold my temper under control 
and my imagination to noble dreams. 

I will be quick to utter gratitude or 
sympathy. 

I will try to do my work to the last 
limit of my best every day, and lie down 
at night thanking God for the chance, 
with no worry about results. 

—Louis Albert Banks 


+ + + 


THE MODEL MINISTER 
I Thessalonians 2 
I. Has Confidence in His Work (v. 1) 
II. Proclaims the Gospel Despite Per- 
secution (v. 2) 
Believes in the Transparency of 
Character (v. 3) 
Considers the Stewardship of the 
Gospel a Sacred Trust (v. 4) 
V. Accepts Frankness as a Virtue 
(v. 5) 
Prefers the Praise of Christ Above 
the Applause of Man (v. 6) 
Practices Gentleness Rather Than 
Force (v. 7) 
Loves His People with a Zealous 
Affection (v. 8) 
Proclaims the Gospel Unhampered 
by Material Impoverishments 
(v. 9) 
xX. Understands Deportment of Life 
to Accentuate His Message (vv. 10, 
11) 


III. 


IV. 


VI. 
VII. 
Vit. 


IX. 


—L. B. Cobb 
+ + & 


MUST BE AN INTERCESSOR 

Those who yearn for spiritual awaken- 
ings and revivals naturally lay much 
stress upon preaching. But what is 
preaching without prayer? Sermons are 
but pulpit performances, learned essays, 
or rhetorical orations until God gives in 
answer to prayer the necessary heart 
preparations. The preacher with a pas- 
sion for the souls of men and the spiritual 
welfare of those to whom he ministers 
will be driven to his knees in intercession. 


—Vernon L. Shontz 


The readers of this department are cordially invited 
to contribute from time to time original outlines for 
sermons. Boble readings, etc. that could find an ap- 
propriate and useful place in the columns.—FEditors. 
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THE HEART OF THE CHRISTIAN 
1. A broken and contrite heart (Ps. 34: 
18; 51:17; Isa. 57:15) 
2. A believing heart (Rom. 10:10) 
3. A cleansed heart (Ps. 51:10; 66:18; 
73:1) 
4. An obedient heart (Rom. 6:17; Eph. 
6:6) 
A forgiving heart (Eph. 4:32) 
A true heart (Heb. 10:22) 
7. A pure heart (Matt. 5:8) 
—The Gospel Message 
' + € 
BEGINNING AGAIN 
The old year is dead, the new year is 
born. Humbly, fearfully, we sink on our 
knees, and slowly, in answer to our 
prayers, comes back something of the old 
faith of our childhood, and we rejoice 
that we are granted one more New Year’s 
day on which to “begin again’”—not in 
our childhood way, with utter disregard 
of the past, but trustingly, patiently, 
knowing that we must ever carry with us 
our past. and rejoicing that, with God’s 
help, we may make the future better be- 
cause of the past. Then, as we rise from 
our knees, we look bravely forward to the 
veiled figure that stands at our thresh- 
old; we know nothing of what it brings, 
we know only that it is God’s New Year. 
May He bless it to us all. 
—Golden Rule 


' F + 


A YEAR’S RECORD REVIEWED 
II Corinthians 5:10 

. Blessings Received (James 1:17) 

2. Opportunities Neglected (Gal. 6:10; 
Eph. 5:16) 

. Lessons Learned (Phil. 4:9, 11) 

4. Labors Rewarded (I Cor. 3:14; Rev. 
22:12) 


aon 


— 


wo 


—N. H. Camp 
t + + 


WORK TO DO! 

Thank God every morning when you 
get up that you have something to do 
that day which must be done, whether 
you like it or not. Being forced to work, 
and forced to do your best will breed in 
you temperance and self-control, dili- 
gence and strength of will, cheerfulness 
and contentment, and a hundred virtues 
which the idle never know. 


—Charles Kingsley 
+ - + 


LABORING IN THE LORD 
I Corinthians 15:58 

I. Stand firmly—“be ye steadfast, un- 

movable” 
II. Work faithfully—“always abounding 
in the work of the Lord” 
Receive bountifully—“your labor is 
not in vain in the Lord” 

—Doris Fell 


III. 


ARE WE READY? 

We must be ready for unexpected calls 
and new responsibilities. The Samaritan 
who rode down from Jerusalem to Jericho 
had nothing to do in the morning but fol- 
low that highway, and take care that his 
beast did not stumble or hurt itself, or 
get tired out so that it could not finish 
the journey. . . But at noon, when he 
came to the place where that unknown 
pilgrim lay senseless and bleeding beside 
the road, then, in a moment, the Samari- 
tan’s duty changed, and it compelled him 
to be a rescuer, a nurse, a helper of the 
wounded. 

—Henry van Dyke 
- FF + 
CONSECRATED LIVES FOR 
HIS SERVICE 
Romans 12:1 
1. Our bodies (I Cor. 6:20) 


2. Our minds (I Chron. 28: 9; Acts 20: 
19) 

3. Our thoughts (II Cor. 10:5) 

4. Our affections (Rom. 12:10) 

5. Our hands (Eccles. 9:10) 

6. Our love (I Thess. 1:3) 

7. Our hearts (Josh. 22:5; I Sam. 12:20) 


—Author unknown 
kt bt + 

IS THE DEVIL AFRAID OF YOU? 

A distinguished clergyman said, in 
vindication of his course as a Christian 
preacher and reformer, “I am not afraid 
of the devil.” 

Another said in reply, “That is not the 
point, but this: Is the devil afraid of you, 
doctor?” 

If the father of lies is afraid of us, we 
may be sure that we are right and ought 
to go ahead. 

—Selected 
+t + + 


DO’S AND DON’TS FOR THE 
NEW oi 
1. Fret not thyself (Ps. 37:1) 
. Be anxious for nothing (Phil. 4:6) 
. Let not your heart be troubled (John 
14:1) 
4. Cast thy burden upon the Lord (Ps. 
55:22) 
5. In everything give thanks (I Thess. 
5:18) 
6. Rejoice in the Lord (Ps. 33:1) 
—Elizabeth Irving Aldridge 
t F F 
FALSE TEACHERS 
Mark them (Rom. 16:17) 
Stop their mouths (Titus 1:11) 
Rebuke them sharply (Titus 1:13) 
. Receive them not (II John 10) 
Bid them not Godspeed (II John 11) 
. Avoid them (Rom. 16:17) 
. Try them by the Word (I John 4:1, 6) 
. Contend for the true faith (Jude 3, 4) 
—Prophecy Monthly 
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Dr. Billy Graham 


A ays-" Sunday School is one of our 


greatest forces for evangelism today” 


Billy Graham is widely acclaimed 
as the leading evangelist of our day. His fiery denun- 
ciation of sin has rocked audiences from New England 
to the Pacific Coast. His impassioned pleas for re- 
pentance have brought thousands thronging to the 
altar. Dr. Graham’s evaluation of the role of Sunday 
School in revival should be of prayerful interest to 
every Christian: 


“I’m convinced that the Sunday 
Schoo] is the greatest single agency for teaching people 
God’s Word, as well as a tremendous evangelistic force 
in its own right. 

“A lot of us have been taking the 
Sunday School too much for granted. We’ve been too 
complacent about it. We've lost our vision. We've 
been sitting with folded hands when we should be 
on the march for God. 

“I want to say to every Sunday 
School teacher that he is just as much called of God as 
a missionary to the heart of Africa. He needs to pre- 
pare just as diligently — he needs to labor just as 
earnestly — as if he were carrying the gospel to the 
most remote spot on the globe. 

“I believe that out of the tragedy 
of this hour, pastors and parents and Christian workers 
are once more beginning to be in earnest about 
Sunday School. They are once more taking the offen- 
' sive — going out to do visitation work; winning boys 
and girls to Christ. They are seeing that Sunday School 
should be something more than just a place where 
church members send their children for an hour every 
Sunday morning. 

“God doesn’t intend that revival 
should be limited to evangelistic campaigns. He can 
send revival through the Sunday School. He is waiting 
today for men and women who will work and pray 
and sacrifice. Waiting for those who have a consuming. <2 
desire to see others brought to Christ. God is waiting 47% 
for Christians who will yield to the cleansing, energiz- 
ing fire of His Holy Spirit.” 

Scripture Press 

434South Wabash Ave.,Chicago5, Ill. 


REPRINTS AVAILABLE UPON REQUEST 
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GOSPEL LIGHT 


Correctly Graded 


Bible Lessons 


HENRIETTA C. oa, LHD. 
Originator and Editor-in-Chief 


For a BETTER 


SUNDAY SCHOOL 


Teachers are delighted be- 
cause children learneagerly. 
Gospel Light offers NEWand 
DYNAMIC courses for this 
tateful “Hour of Decision.” 

Meet the challenge with 
these fresh, adaptable les- 
sons. Nursery through 
Adult— graded either by 
department or age. 

Send for valuable Free 
Survey Chart and see how 
you can improve your Sun- 
day School. No obligation 
for this “eye opener” — 
WRITE TODAY! 


Y ES « Send me FREE Survey Chart “How 

* Organize Your Sunday School.” I am interested 

C) Nursery © Beginner (© Primary (© Junior 
5 Junior High O High School O Adult 








Name 


My Address 








City Zone ___State 
My Church 
Mail to your Christian Book Store, or 


GOSPEL LIGHT PRESS 


1214 S. Brand Bivd. + Dept.MMi «+ Glendale 4, Calif. 


GOOD MONEY IN WEAVING 


Earn money at ——- weaving rugs, carpets, etc. from old 
rags or 00 deine § in your commun ty! No experienee neces- 
sary. 31,000 doing it with easy running Union cost- 
ing less than $60.00! Send - a ee booklet today. 

UNION LOOMS, 17 POST BOONVILLE, N. Y. 




















A Correspondence Course 
for New Converts 





“LESSONS FOR CHRISTIAN LIVING” 





Twelve simple lessons answering the ques- 


tions commonly asked by young believers. 


Ideal for use in evangelistic campaigns, Sunday 


School classes and Bible study groups. 


Issued at a cost everyone can afford— 


$1.00 


Send your order with payment today 


EMMAHS BIBLE SCHOOL 


ONLY 








6902 S. NORMAL BLVD. CHICAGO 21, ILLINOIS 








20 bright Bibl ae 


“OBJECTALKS”—2, briht, Bibi 


girls illustrated by tamilier _¥-X, 


“TALKS ON TEXTS” —ares'a eb il- 


mons. d by 
trations. 


“PAPER TEARING TALKS"— 


15 gospel tal Paper is folded then torn 

and the Salen ts is untolded. Interesting to old 

and young. Full directions. 

One Pastor writes: ‘‘Your talks are the best 

I have ever used or have been able. to find.” 

Each set $1.00 All Three $2.00 
55 talke—a whole year with the Children 

Over 100,000 in use 


HADDON SERVICE 
Box 164-M Fairfield, Conn. 
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FOR WHAT TO PRAY 
“If ye shall ask anything in my name, I 
will do it”—John 14:14 
I. To pray aright (Luke 11:1) 
II. The redemption of the lost (Rom. 
10:1) 
. All things needful (Phil. 4:6) 
. A yielded life (Acts 9:6) 
V. The effectual preaching of the Word 


(II Thess. 3:1) 
VI. The rcvival of God’s work (Hab. 3:2) 
—I. A. Falk 
- - F 


STARLIGHT AND SUN 

A man in Burma found a copy of the 
Psalms which had been carelessly dis- 
carded by a traveler stopping at his 
house. He started to read it, became more 
and more interested, and before he had 
finished resolved to cast his idols away. 
For twenty years he worshiped the 
eternal God that David worshiped, God 
as revealed to him in the Psalms. The 
Fifty-first Psalm he came to appropriate 
to himself as his daily prayer. Then he 
received from a missionary the first copy 
of the New Testament he had ever seen. 
This brought yet greater joy to his heart. 
He said: “For twenty years I walked by 
starlight; now I see the sun!” If we were 
all as faithful to the light we have as 
was this humble Burman, “our lives 
would be all sunshine in the sweetness 
of our Lord.” 

—Source unknown 
- k 
GOD AND THE SINNER 

I. How God Regards the Sinner 

A. Who the sinner is (Rom. 3:23) 

B. What his condition is (Eph. 2:12) 

C. What God’s attitude toward him is 

(Rom. 2:4a) 


II. How God Reacts Toward the Sin- 
ner (Matt. 18:12-14) 
A. If a man 
1. Seeks one lost sheep out of a hun- 
dred (v. 12) 
2. Rejoices when he finds that lost 
sheep (v. 13) 
B. How much more shall God 
1. Seek every lost one among His 
creatures (v. 14) 
2. Rejoice when a lost soul is saved 
(Luke 15:7) 


III. How God Redeems the Sinner 
A. His goodness leads to repentance 
(Rom. 2:4b) 
B. His longsuffering is salvation 
(II Pet. 3:15) 
—Marie Gilmer 
+‘ 5 + 


THESE ARE THE THINGS 
Not what we have, but what we use; 
Not what we see, but what we choose— 
These are the things that mar or bless 
The sum of human happiness. 
The things near by, not things afar; 
Not what we seem, but what we are— 
These are the things that make or break, 
That give the heart its joy or ache. 
Not what seems fair, but what is true; 
Not vVhat we dream, but good we do— 
These are the things that shine as gems, 
Like stars in fortune’s diadems. 
Not as we take, but as we give; 
Not as we pray, but as we live— 
These are the things that make for peace, 
Both now and after time shall cease. 


—Outlook 
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BUTTONS 
Build S.$. Attendance 


Your Sunday School can 
grow with this popular and 
merereurre lan. Begin 
with ‘“‘Our Aim 100%” 
button; each quarter all with 
perfect record get new and 
igher button. Quarterly 
pins $2.00 a 100. Yearly 
ins with numeral $1.00. 
xtra numeral 40#.20% tax 
on yearly pin. Returnable 
sample set only $1.20. 
Your dealer can supply you. 
Complete catalog free on request. 


WILLIAM H. DIETZ, INC. 


10 South Wabash, Dept. 17, Chicago 3, Ill. ! 
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The largest selling Sunday School 
Commentary in the world. This 
amazing book of 23 features is a 
complete teaching manual, evan- 
gelistic and true to the Bible— 
more Lesson helps—4 teaching 
plans—change from one to the 
other for variety and interest. 
Nothing like it. 1952 Interna- 
tional Uniform Lessons— over 
300 pages—only $2.00. Order 
your copy from your dealer. 
Catalog of ““Master Line’’ Sunday School supplies FREE 


THE HIGLEY PRESS, Dept.M-16,Butler, Indiana 
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GREENWOOD, SOUTH CAROLINA 
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CHILDREN NEED GOD’S WORD 


Millions of school children never attend 

Sunday School. Would you like to help us 

reach them for Christ? Write for “‘What 

is the Children’s Bible Mission?” 
CHILDREN'S BIBLE MISSION 

Box 1137 Lakeland, Florida 




















<_ORANGE CHOPPERS 


Gorgeous Orange Colored Chop- 
per Canaries $5.50 each. Yellow 
or Mottled $4.50. Red Straw- 
berry or Zebra colored Finches 
$10.00 pair. Colors, song of 
males and live delivery guaran- 
teed. Cash or C.O.D. 


BREWERS AVIARIES 
138 Vine St. Harrisburg, Pa. 
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YOUR DUTY 
Mark 16:15 
If you have the good news of the gospel: 
GO and preach it, if you are old 
enough. If not— 

Send it by your gifts (Rom. 10:15) 

Pray that it may prosper (Isa. 55:11) 

Expect great things from God, as 
Carey said (Ps. 62:5) 

Learn to tell the good news in the 
very words of Scripture (I Cor. 
15:1-4) 

—Elisabeth Edmunds 
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WHAT IT TAKES TO BE A FRIEND 

A cowboy explained his idea of Chris- 
tian living: “Now I’m working for Jim 
here. If I’d sit around, telling what a good 
fellow Jim is, and singing songs for him, 
and getting up in the night to serenade 
him, I’d be doing just what a lot of 
Christians do; but I wouldn’t suit Jim, 
and I'd get fired mighty quick. But when 
I buckle on my chaps and hustle among 
the hills, and see that Jim’s herd is all 
right and not suffering from lack of 
water and feed or getting off range and 
branded by cattle thieve’ then I’m prov- 
ing my love and serving Jim as he wants 
to be served.” 


—Courage and Confidence from the Bible 
+ + + 


GOD KNOWS 
Our Name (John 10:3) 
Our Ways (Job 23:10) 
Our Path (Ps. 142:3) 
. Our Thoughts (Ps. 139:2) 
. Our Hearts (Acts 15:8) 
. Our Needs (Matt. 6:8) 

—B. R. Ayers 
- + 
AT THE CROSSROADS 

Matthew 7:13, 14 

What you will find on these roads: 


> 9 Ro BD 


Broad Road Narrow Road 
Anxiety Assurance 
Bereavement Blessings - 
Carelessness Contentment 
Destruction Deliverance 
Entanglements Encouragements 
Failures Forgiveness 
Guilt Grace 
Helplessness Hopefulness 
Iniquity Intercession 
Jealousy Justice 

~ Knotty problems Kindness 
Loss, lust, Life, love, 

lonesomeness liberty 
Meanness Mediator 
Nightmares Nourishment 
Outcasts Omnipotence 
Punishments Peace 
Quarrels Quietness 
Remorse Redemption 
Snares Salvation 
Trouble Thanksgiving 
Unrighteousness Uprightness 
Violence Victory 
Wailings Worship 
eXecution eXaltation 
Yokes Youthfulness 
Zero Zeal for Christ 
—Eddie Wagner 
+‘ & bk 


Nothing lies beyond the reach of 
prayer, except that which lies outside the 
will of God. 

—The World Evangel 


January, 1952 





@ Now more than ever, Missionaries 
and Missions are depending on us for complete 


Medical, Pharmaceutical, Surgical, Hospital and 
Laboratory supplies. 

Foreign Shipments Handled Completely 
Service includes documentations, forwarding, insurance, etc. Export and 


domestic service that will satisfy you fully. Our experience of 108 years is 
proving invaluable in helping Missionaries be more effective in His service. 


Write us for information on any of your requirements and problems 


were BENDINER & SCHLESINGER, Inc. 
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Worry Banished—Youth Restored / 


“THOU ART AS YOUNG AS THY FAITH... 
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AS OLD AS THY FEARS... 
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- Your faith is strengthened and hope 
renewed when you know tthe self- 
confidence that comes with assured 
income. When your funds are safe in a 


Salvation Army 


INCOME GIFT CONTRACT 
(Annuity) 

you save worry, legal trouble and money 

from tax benefits. You administer your 

own estate while yet alive and have the 
satisfaction of furthering the Lord’s work. 
Investigate NOW. Whether you have $100 or $10,000 to invest in this 
way —Your money is safe — backed by the integrity and assets of this 
organization of world-wide fame. Exceptionally high returns. 


THE SALVATION ARMY, Extension Secretary ! 
Dept. MM-12, 719 N. State St, Chicago 10, lll. 
(South: 54 Ellis St., Atlanta 3, Ga.) 
Please send me free information on Salvation Army 
Income Gift Contract (Annuity) and Free brochure, 
“City of Refuge.” 

Mail this coupon 


which may mean 
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City Zone State. Happiness for you. 
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Effective Young People’s Discussion 
Programs, by Robert Parsons. 


The author of Round Table Program for 
Young People again presents to young peo- 
ple’s groups four 
programs fully out- 
lined with music, 
scripture, discus- 
sions, etc. Visual 


back-drops and 
theme-centers are 
suggested, to create 


atmosphere for each 
meeting. The discus- 
sion of the four vital 
topics is so simply 
outlined that the 
unique presentation 
may be —— and 
given without too 
much rehearsal. In 
the preface the author says that programs 
should be “br ight, but not light; fresh, but 
not flippant.” He has accomplished these 
objectives in the discussion of the four 





Parsons 


themes: “Superstition.” “The Deity of 
Christ.” “Christian’s Service.” and “Bible 
Study.” Young people will greatly enjoy 


studying and presenting these topics. 
43 pages (paper). Zondervan Publishing 
House, Grand Rapids (1951). 60c. H.E.G. 


Communism, Democracy, and Cath- 
olic Power, by Paul Blanshard. 


In a masterly way the author analyzes 
two great systems of power in the modern 
world—Russian Communism and Roman 
Catholicism. While not at all identifying 
these two systems as the same, but rather 
as bitterly antagonistic to each other, it is 
nevertheless shown that there are many 
remarkable resemblances both in structure, 
methods used, and in a common hostility 
to true democratic government. While the 
author speaks plainly, his tone throughout 
is mild, and he often “bends over back- 
ward” to avoid anything that might seem 
like an appeal to religious prejudice. He 
also endeavors throughout to distinguish 
between Roman Catholicism as a religion, 
which men have the right to hold if they 
so wish, and as a political system seeking 
temporal power. In separate chapters he 
clearly sketches the Kremlin structure of 
power, and that of the Vatican. Then he 
shows in succeeding chapters how both 
“deify” an “infallible” man, how both 
seek to control the very thoughts of their 
adherents, how both “manipulate and man- 
age truth in strange ways” in furthering 
their world-wide programs, how both op- 
pose the non-partisan public school, and 
how both by clever methods of penetration 
seek to control even those states in which 
their adherents are a minority of the total 
population. The entire work is highly docu- 
mented. It should be read by every person 
who loves freedom and democracy. 

340 pages. The Beacon Press, 
(1951). $3.50. 


We Can Have Revival Now! by John 
R. Rice. 

Bob Jones University in 1950 instituted 
an annual series of lectures on evangelism. 
The first lecturer was John R. Rice, and 
this book presents in printed form the ten 
messages of this series. The outstanding 
note struck throughout is to the effect that 
there is nothing to prevent mass revivals 
from occurring in our times. “Revivals are 
possible if only God can have workers who 
will pay God's price for revival.” 

The general idea is excellent. but it is a 
bit unfortunate that the author assails 
various individuals and groups rather un- 
necessarily, and exalts evangelists and 
evangelism at the expense of pastors and 
Bible teachers and their specific ministries. 
A good book, however, to stir up God’s 
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people on behalf of evangelistic effort. 
201 pages. Sword of the Lord Publishers, 
Whasken Tll. (1950). $2.00. JAS. 


The Case Against Neo-Orthodoxy, by 
Chester E. Tulga. 


In this latest “case” book by one of the 
ablest and most courageous defenders of 
the faith in our country today, we have a 
much-needed exposé of a counterfeit or- 
thodoxy that threatens to deceive the very 
elect with its tangled maze of half-truths 
and use of evangelical terminology as a 
cloak for theories and presuppositions far 
removed from the gospel. With relentless 
logic and marshaling of documentary evi- 
dence, the author lays low in rapid suc- 
cession the pretentious claims of neo- 
orthodoxy to hold the tenets of funda- 
mental Christianity. Basically it denies the 
great truths of the faith with regard to the 
inspiration and authority of the Bible, the 
Person of Christ, the fall of man, the 
atoning efficacy of the death of Christ, the 
reality of the new birth and the historicity 
of the Gospel records. Such is Dr. Tulga’s 
bill of indictment against a movement in 
contemporary theology that is making 
alarming headway even in circles sup- 
posedly orthodox and evangelical. 

64 pages (paper). Conservative Baptist 
Fellowship, Chicago (1951). 25c. C.N.B. 


The Drift of Western Thought, by 
Carl F. H. Henry. 


A truly provocative volume in which the 
author traces the development of Western 
thought from its classical idealism to its 
modern naturalism. Contemporary liberal- 
ism is shown to be inconsistent, self- 
deceptive, and incapable of coping with the 
present situation in which naturalistic 
nihilism is increasingly permeating Western 
thought. A true biblical theology or a natu- 
ralistic nihilism are the only alternatives, 
now as ever. The latter will lead to the 
collapse of Western culture, the former its 
survival. 

Dr. Henry, author of such works as Re- 
making the Modern Mind and The Prot- 
estant Dilemma, gave the contents of this 
volume at Northwestern Schools, where 
they constituted the 1951 W. B. Riley Me- 
morial Lectures. Although especially de- 
signed for collegians and seminarians, this 
work will be of interest to all thoughtful 
Christians and men of conviction. 

164 pages. Wm. B. Eerdmans emeens < 4 
Co., Grand Rapids (1951). $2.50. J.M. 


Commentary on the Gospel of Luke, 
by Norval Geldenhuys. 


Sane, sound, scholarly commentaries 
written by present-day scholars are rare. 
The value of this book is so intrinsic that 
rather than the student tiring from reading 
it much, he desires more time to dig into 
its valuable exegesis of the a of Luke 
with its unfolding of the gl ory of Christ. 

The author, a scholarly Dutchman in 
South Africa, has the academic equipment 
for producing such a book. Pretoria (S.A.), 
Princeton (U.S.A.) and Cambridge (Eng- 
land) contributed their share to this godly 
man’s theological education. The heart of 
a pastor and preacher is Pothe out here, 
besides the knowledge of the theologian. 
The method of exposition is entirely new 
and very refreshing to this reviewer. Al- 
though the viewpoint necessarily reflects 
the author’s Calvinism, yet there is no 
evidence of subjecting the teaching of the 
Scriptures to any preconceived system of 
dogma. At all times the Bible is acknowl- 
edged as the Word of God, and the Word 
is given the right of way over everything 
else. 

Technical terminology has been largely 
ignored with a view to making the ex- 


position of more value to untrained stu- 
dents of the Bible. Footnotes for theo- 
logians and ministers supplement the ex- 
position at the close of each chapter. We 
cannot too highly recommend this great 
commentary, which but whets our appe- 
tite for the subsequent volumes in the 
series. 

670 pages. Wm. B. Eerdmans Publishing 
Co., Grand Rapids (1951). $6.00. A.M.D. 


The Reader’s Bible. 


This attractive edition of the Authorized 
Version (with the O. T. Apocrypha) “de- 
signed for general reading” is marred by 
the brief introductions to the various sec- 
tions. These introductory notes, written by 
an unnamed liberal, advance the various 
conclusions of destructive higher criticism, 
such as composite authorship of the Penta- 
teuch (with parts being written as late as 
the exile period), three Isaiahs, Daniel a 
fiction of the Maccabean period, Gospel of 
Matthew not “from the hand of an apostle,” 
etc., etc. 

1608 pages. Oxford University Press, New 
York (1951). $6.50. G.C.L. 


The Burden of Egypt, by John A. 
Wilson. 


An interesting, informative book for the 
student rather than the general reader. The 
author attempts an interpretive history and 

aints with deft strokes the picture of 

gypt’s development religiously, intellec- 
tually and politically in nine epochs. Bible 
students will be disappointed to find little 
reference to Israel at the two points when 
her history came in close contact with that 
of Egypt; the seven good and seven lean 
years are spoken of as “no fantasy” but 
yet relegated to the realm of “legend” (p. 
11). It is conceded that the story of the 
exodus has some slender thread of truth 
in it, but that actually only a small group 
(the tribe of Levi) esca bondage and 
later joined with kinsfolk in Palestine (pp. 
255-6). Just before the author advances hi 
views on the latter subject, he states that 
there is only one reference to Israel in any 
Egyptian text (p. 254), which clearly shows 
that his subsequent statements are pure 
fancy. Indeed, this is the principal weak- 
ness of the entire volume—the author re- 
peatedly advances conclusions on admit- 
tedly inadequate evidence. 

332 pages. University of Chicago Press, 
Chicago (1951). $6.00. G.C.L. 


With Christ in the Mount, by Edward 
H. Boyce. 


This book discloses the spiritual signifi- 
cance of Christ’s mountain-top experiences, 
such as the mounts of prayer, of instruc- 
tion, of revelation, of warning, of suffering, 
of triumph, of glory. 

As for the mount of glory, a closer and 
more concise study of Zechariah 14:4 would 
be difficult to find. To realize that the saints 
shall be with Him at that time is to bring 
forth shouts of glory and hallelujahs, yet 
at the same time the heart is melted in 
reverence. 

This noteworthy publication is from the 
pen of a little known writer, president of 
the Manhattan Bible Institute, New York 
City. We look forward with pleasant antici- 
pation to further spiritually helpful vol- 
umes from him. 

128 pages. Exposition Press, New York 
(1951). $2.00. G.S:S. 


The Song of Solomon, by Ella Arjen- 
nette Rust. 


There is a sweet simplicity about this 
— of the teaching of this Bible 

ve story. The exposition takes the eto 
of a running commentary on the text, with 
occasional quotations from reliable sources. 
It is of a deeply devotional nature and 
seeks at all times to exalt our Lord Jesus 
Christ. It is also very he — in oe 
out the symbolism of the language used 

176 pages. Author, 811 13th St., Worthing- 
ton, Minn. (1950). $1.75. A.M.D. 


Food for Thought Day by Day, by 
Lena Edwards Hutcheson. 

This is a devotiortal book of daily Bible 
readings and — from great Chris- 
tian writers. ere is so much emphasis 
upon “keeping the commandments” and 
remembering the Sabbath as to give the 
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impression that it is a Seventh Day Ad- 
ventist publication. 

234 — Exposition Press, New York 
(1950). $2.50 W.F. 


The Case Against Communism, by 
Chester E. Tulga. 


Another polemic from the pen of this 
stalwart champion of scriptural Christian- 
ity. He indicts Communism on several 
grounds, and shows that Protestant mod- 
ernism has neither answer nor substitute 
for it, but that historie Christianity has 
both. The booklet is marred somewhat by 
faulty proofreading. 

61 pages (paper). Good News Publishers, 
Chicago (1949). 25c. J.AS. 


Sam Jones. Great Pulpit Masters, Vol. 
Ly. 

Twelve sermons delivered by an old-time 
Southern evangelist of the Method odist per- 
suasion. One senses something of the 
unique personality of Sam Jones from these 
pages. He was a true man of God, who 
won many to Christ. Judging by this book, 
he undoubtedly knew the Lord and often 
proclaimed the gospel clearly. But at other 
times his presentation is not so clear, as, 
for example, when he urges the unsaved 
to “get prong eB “quit your meanness,” 
etc. We can hardly approve his advising 
one who did not lafae in the deity of 
Christ to join the church in the hope of 
straightening him out later (p. 120). 

pages. Fleming H. Revell Co., New 
York (1950) . $2.25. G.C.L. 


The Theory of Preaching, by Austin 
Phelps. 


The original work was first published in 
1881, and is considered one of the standard 
textbooks on homiletics. The present 
volume is an abridgement and revision of 
this by Faris Daniel Whitesell, together 
with an abridgment of Dr. Phelps’ English 
Style in Public Discourse and an outline 
of his Men and Books. A number of sermon 
outlines by the original author are ap- 
pended, as is also a brief biographical 
sketch. Particular emphasis is laid, among 
other items, on proper structure and on the 
proposition. 

167 pages. Wm. B. Eerdmans heey x 
Co., Grand Rapids (1947). $2.50. J.A 


On the Mountains of Ararat, by A. J. 
Smith. 

A subtitle of this booklet is “In Quest for 
Noah’s Ark,” although scarcely 30 of its 
134 pages is devoted to the actual “quest,” 
the rest being an interesting enough ac- 
count of the author’s travels to the spot. 
The attempted search is based apparently 
on the flimsiest reports and conjectures, 
and little indeed accomplished to encourage 
any further exploration. In view of the 
author’s statement concerning the extreme- 
ly r ugged terrain and inaccessibility of the 
alleged resting place of the ark, one won- 
ders how all of its inhabitants got down to 
- habitable territory again. ’ 

136 pages (paper). A. J. Smith, 1913 
Boulevard Street, Greensboro, N.C. ar 


Favorite Bible Stories to Make and 
Tell, by Dorothy Fay Foster. 


This book contains twenty-two favorite 
Bible stories, from both Old and New 
Testaments. Important parts of some of the 
stories are omitted, for example, in the 
story of Adam and Eve the punishment for 
their sin is given, but the first promise of 
the coming Saviour (Gen. 3:15) is not 
mentioned. 

The real value of this book to Christian 
workers is found in the methods of illus- 
trating the stories, such as three-dimen- 
sional scenes, puppets, window transpar- 
encies, peep boxes, friezes, shadow boxes, 
— etc. The handwork suggestions may 

e used as expressional work for boys and 
girls or as visual aids prepared by the 
teacher. 

46 pages. The Standard Publishing Co., 
Cincinnati (1950). 75c. .N.R. 


Meet Mrs. Yu, by Mary Culler White 


A delightful story of the life of an out- 
standing Chinese Christian. The develop- 
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A NEW HARMONY OF THE FOUR GOSPELS 


Highly approved by scholars, teachers, and Bible lovers as a 
new and unique parallel arrangement of the Four Gospels in 
the revised standard version under the title of 


GOSPEL RECORDS OF THE MESSAGE 
AND MISSION OF JESUS CHRIST 


By Albert Cassel Wieand, D.D. 





Contains 20 tional outli 9 sketch maps, diagrams, a detailed index 
and other valuable aids to enjoyable reading and study including marginal 
gloss and illuminating footnotes, 


Already adopted for classroom use in leading colleges and theological 
seminaries. 


“This new harmony by Dr. Wieand is far and beyond the most helpful and 
most illuminating that has ever appeared in the English language.”’"—Dr. 
Wilbur M. Smith. 


“It was a real joy to use this work in my teaching at Wheaton College. 
1 know of no work comparable to it.”.—Dr. Carl Armerding. 

‘ “Excels all others—has best marginal notes, outlines, charts, historical 
268 large quarto pages only $3.50 —footnotes.”"—Dr. Julius R. Mantey. 











Order today from your religious book dealer or direct 


ALBERT C. WIEAND, Publisher 
3435-M W. Van Buren St. Chicago 24, Ill. 


(ai PELOUBET’S 
iin SELECT NOTES for 7952 


World’s leading Commentary on the Inter- 
national Bible Lessons complete with maps, 
colored prints, bibliography and index. 





for Pastors, Students, Teachers ~ “ 


by WILBUR M. SMITH toon! 
W. A. WILDE CO., Boston 16, Mass. li 


CHRISTIAN MEN AND WOMEN 
— - a mS gah saeney for distri- DESCRIBING SACRED 
ution of the world’s leading religious works. 
Nationwide demand. Full or part time. Es- SOLO and DUET SONG BOOKS 
tablish your own profitable business while and others 
rendering this VITAL Christian Service. 
Write for full details and FREE Catalog! 
UNIVERSAL BIBLE HOUSE 
1016-G Arch St. Philadelphia 7, Pa. 109 Ninth St., Winona Lake, Ind. 
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Coneordanece 
by James Strong 


The complete con- 
cordance of the 
common English 
Bible, Stronc’s lists 
every word in the 
Scriptures—in every 
passage in which 
it occurs. 

Accurate, simple 
to use, STRONG’S 
ConcorDANCE will 
locate the Bible 

assage you are seeking—even if you 

now only one key word. 

Actually a biblical library of four 
complete books, Stronc’s brings: 
The Main Concordance, listing 

alphabetically every word in the 

ible 
The Comparative Concordance, 
listing significant words translated 
differently in certain English and 

American Revisions 
Hebrew and Chaldee Dictionary 

of the Old Testament 
Greek Dictionary of the New 

Testament 

Srronc’s CONCORDANCE is the 
standard work in, its field—a life- 
time book for lifetime use, opening 
to scholar and layman alike the rich 
treasures of God’s Word. 

1,809 Paces $11.50 
Thumb Indexed, $12.75 


AT YOUR BOOKSTORE 
ABINGDON-COKESBURY 


Bible 
ndbook 











19th Edition. 150 Photos and Maps. Size W4x041K 


An ABBREVIATED BIBLE COMMENTARY: , with notes 
on every book in the Bible, A 





How We Got the Bible, ep ree 5 wy ten 
There is nothing published, of its size, that has anything 
lke as moch practical Bible information. 
Book OF a Lifetime...FOR a Lifetime 
Loved alike — Young and Old 
y valuable for 8 S Teachers and Bible Stadents 
"Widely used in Colleges and Seminaries 
by leading Magazines and Ministers 
(Full particulars sent on request) 
764 pages. Cloth Binding. Only $2.00. 
Order from your Bookstore, or 
H. MH. HALLEY, Bex 774, Chicago 90, Hlinois 


Highly 
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ment of Mrs. Yu from a timid and ignorant 
Chinese bride of the old ad in China 
into the forceful and saintly wife of an 
able Chinese Methodist pastor is described 
in an interesting and effective way. Mother 
of twelve children, she nevertheless found 
time and strength to keep up her devotional 
life and carry on a remarkable amount of 
Christian work. The author is a missionary 
of forty-two years’ experience in China and 
an intimate friend o 
has given us a book which will undoubted] 
be a fruitful source of inspiration to all 
who reac it. 
Pa pages ene). Steagen-Coey 
Press, Nashville (1948). 90c. a, 


Goodnight Stories of People Jesus 
Met, by Rosa Page. 

A book telling of the Lord Jesus from 
His birth to His coming again. The stories 
are brief, but written in an effective style, 
and would be useful for devotional read- 
ing for children from six to twelve years 
of age. 

62 pages (hard cover). 
London (1949). 


Victory Press. 
TW. 


Body of Divinity, by John Gill. 

A substantial work on theology from the 

m of a well-known a meas century 

tist minister. The author was a noted 

Hebrew scholar of his day, and also a 
strong Calvinist. 

1023 pages. Baker Book. House, Grand 
Rapids. $10.00. 


Infallibility of the Church, by George 
Salmon. 


A careful examination and refutation of 
the claims to infallibility made by the 
Roman Church. These lectures were de- 
livered some sixty years ago in the Divinity 
School of the University of Dublin by 
Regius Professor of Divinity, but are still 
—- 

Ae es. Baker Book House, Grand 
Rapa! $50. 


The Imitation of Christ, arranged and 
edited = V. Steere. 40 pages (pa- 
a. e Upper Room, Nashville (1950). 

ic. 


The Practice of the Presence of God, 
by Brother Lawrence, arranged and edited 
by Douglas V. Steere. 40 pages (paper). 
e Upper Room, Nashville (1950). 10c. 


Recent Valuable Reprints 


Notes on the New Testament—James- 
Jude, by Albert Barnes. 404 . Baker 
Book House, Grand Rapids. $3.00 

Commentary on the Holy Scriptures— 
Isaiah, by John Peter Lange. 741 pages. 
Zondervan Publishing House, Grand Rap- 
ids. $4.95. 

Commentary on the Holy Scriptures— 
Jeremiah-Lamentations, by John Peter 
Lange. 642 pages. Zondervan Publishing 
House, Grand pids. $3.95. 

The Epistle to the Hebrews, by A. B. 
Davidson. 260 pages. Zondervan Publishing 
House, Grand ids. $1.50. 

The Way into the Holiest, E. EPions of 
the Epistle to the Hebrews, by B. Meyer. 
191 poss. Zondervan Publishing House, 

pi 


Grand ids. $2.50. 
Tried by Fire, mpneeitans on the First 
Epistle o Peter, B. Meyer. 192 


Rapids. § Seeeecwen *peblishing House, Grand 


pg on the Gospel of John, 
by F. B. Meyer. 384 pages. Zondervan Pub- 
lishing House, Grand Rapids. $3.50. 
Christ in Isaiah, by F. B. Meyer. 191 
rk — Publishing House, Grand 
i 
gt ore ge agg amo we by 
B. Meyer. pages. ndervan 
fishing House, Grand Rapids. $2.50. 


Recent Fiction for Children 


Captain Daley’s Missing Houseboat, by 
Craig Massey. 72 pages. Zondervan Pub- 
lishing House, Grand — (1951). $1.00. 

Koko and the Timber Thieves by Basil 
Miller. 71 pages. Zondervan Publi ing 
House, Grand Rapids (1951). $1.00. 

The Appledoogan yr and the Strange 
Shipwreck, by Ken Anderson. 61 pages. 


the Yu family. She }- 
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"JOHN DEWEY’S EDUCATIONAL 
PHILOSOPHY has done more 
harm to American young 
people than even John Bar- 
leycorn,” says a public school 
teacher of yearsof experience. 
Are you equipped to refute 
the fallacies of this subtle 
atheistic influence? 

Read Dr. Buswell’s book ex- 
posing Deweyism. Givecopies 
to your friends, especially the 
teachers of your children. 


Order direct from the author 
— THE PHILOSOPHIES OF F. R. 
TENNANT and JOHN DEWEY, 
over five hundred pages, 
$6.00, postage prepaid if cash 
accompanies order. 


J. OLIVER BUSWELL, Jr. 
President 


Shelton (Lollege 


340 West 55TH STREET 
New York 19, N. Y. 

















Back in Print! 
WHY | LEFT FREEMASONRY 


by Charles G. Finney, D. D. 


One of the most needed messages 
for our times of apostasy. 
ORDER FROM 
Max R. Gaulke, 1111 Lawrence St. 
Houston 8, Texas 
Price: 10—I5c: 100—$1.25 


TIMELY TRACTS 
"Victory," "Where Do We Go From Here?" 
and others 
Special assortments 
300 for $1.00 1000 for $3.00 
Samples upon request 

GALILEE TRACT ane M 
2954 N. Damen Ave. Chicago 18, Ill. 

















FREE CATALOG 


FREE CATALOG—of Sunday School supplies, Bibles, 
hymns, choruses and the best in Christian books. We 
have had 57 years’ experience in filling orders by 
mail from folk who don’t live close to a Christian book- 
store. Satisfaction or your money cheerfully returned. 


LaSalle at Chicago 


MOODY. BOOKSTORE _Chicago 10, | IMinois 


| GE GET SOMETHING 
UT OF YOUR BIBLE! 


You can’t fail to get a blessing 
every time you spend even a few 
minutes on one of these simple 
BIBLE WORK BOOKS 
By Dr. Keith L. Brooks 
Question-Answer Method, Saeeonemn given—make 
your own deductions 
—START OFF WwiTH— 
“Basic Bible Work” 
“Christian Character Course””..................crsrssersrerseeentseen 25¢ 
“Bible Principles of Prayer’ 
More advanced courses follow 
Obtainable through your dealer or direct 
Ask for full list of famous Brooks Bible 
Work Books and FREE Book Bulletin 
AMERICAN PROPHETIC LEAGUE, INC. 
Box BB, Eagle Rock Sta., Los Angeles 41, Calif. 
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Zondervan Publishing House, Grand Rapids 
(1951). $1.00. 

Little Feather and the Secret Package, 
by Bernard Palmer. 59 pages. Zondervan 
-— House, Gran pids (1951). 


Winky Captures the Cattle Rustlers, by 
Ken Anderson. 59 pages. Zondervan Pub- 
lishing House, Grand Rapids (1951). $1.00. 

Ginger in Alaska, by Dorothy Grun 
Johnson. 91 pages. Van Kampen Press, 
Wheaton, II]. (1951). $1.00. 

Interesting adventure stories that will 
appeal to junior and intermediate age — 
dren. Truths with regard to the te 
message and the daily Christian li = 
brought in from time to time so that the 
stories will instruct as well as a, 


Adult Fiction 


Dr. Darwood, by John D. Frame. The 
story of a brilliant young, surgeon who, 
having found Christ as his Saviour, follows 
the path of full consecration and usefulness 
for his Master. be igs by a medical mis- 
sionary in Iran, this book presents a real 
challenge to troubled secets: in a troubled 
world. 377 pages. Moody Press, Chicago 
(1951). $3.00 

The Heresy of Jacob Hobbs, by Raymond 
Durbin Miller. In this novel (written with 
the evident intention of fostering unbelief 
in the truths of Christianity and of pro- 
moting agnosticism) a weak-minded min- 
ister who falls prey to heretical notions is 

ictured as a champion of intelligent re- 
igion, whereas exponents of historical 
Christianity are represented in ludicrous 
caricature. 125 pages. Exposition Press, New 
York (1951). $2.50. 

Dearly Beloved, by M. G. Nicola. Al- 
though the publishers speak of this novel 
as presenting “honestly and intelligently 
the story of a religion and its mission- 
aries,” it seems to us more of a gross mis- 
representation. The ago attitude toward 
spiritual matters is disgusting and the 
decadent form of Christianity portrayed is 
repulsive—certainly not generally charac- 
teristic of evangelical Christianity. 205 
poge- Exposition Press, New York (1951). 
$3.00. J.M. 


Book Briefs 


Ephesians, by Louis T. Talbot. Second 
edition of a helpful exposition of this 
epistle, written by a most capable Bible 
expositor, formerly president of BIOLA 
and pastor of the Church of the Open Door, 
Los Angeles, now a conference speaker in 
much demand. 172 p re. Van Kampen 
Press, Wheaton (1951). $2.00 

The Kingdom of Jesus, by John Dashiel 
Stoops. One of the most destructive works 
in the field of Christology in recent years. 
The author scoffs at such doctrines as the 
deity of Jesus and the atonement for sin 
effected on the cross, presentin Christ as 
no more than an ardent social reformer. 
167 pages. rns as Library, New 


Yor! ¢1951) 

A Treasur Kahlil Gibran, edited by 
Martin L. ol . This volume contains a 
rich and varied collection of the contribu- 
tions in prose and oo of Kahlil Gibran, 
a Syrian mystic and oe possessed of 
superb literary genius. (d. 1931). The writer 
was painfully sensitive to social injustices 
and man’s inhumanity to man. Because of 
the luxuriant symbolism it is not always 
easy to get his real meaning, but pagan 
conceptions and Christian truths seem at 
times to be inextricably interwoven. 417 
pages. The Citadel Press, New York (1951). 


$3.95. 

The Gospels’ Life of Jesus, by Edward 
F. Cary. A helpfu Spe age of the life 
of Jesus in the words of the four 
which have been harmonized, tran. ted 
into modern speech, and put in the form 
of a continuous narrative. Some will dis- 
agree with the translator’s views concern- 
ing the authorship and date of the Gospels. 

ae Muhlenber, rp Press, Poughkeepsie, 

(1951). Paper, hard paper cover, 
be cloth, $1.00. 

Wonderfully Made, b ay Rendle Short. 
In this volume, subtitled “Some Modern 
Discoveries about the Structure and Func- 
tions of the Human Body,” the author 
points out many intricate functions of parts 
of the human y, arguing cogently that 
neither natural selection nor “creative 
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FEBRUARY, 4-10 


invigorating days. 


46th annual 


FOUNDER'S 


7 Soul-Stirring 
Days Devoted 
to the Deep and 
Abiding Things 
of God 







Thousands of Christians come to Founder’s Week for a time 
of spiritual feasting—and return to their churches with a new 
zeal. Join the many who will be coming this year . . 
outstanding evangelical leaders and the best in gospel music... 
tour the Institute and learn of its many world-wide ministries 

. and visit the new 10-story women’s dormitory. Meanwhile, pray that a 
real working of the Holy Spirit will be evident during these seven spiritually 


HEAR SOME OF AMERICA’S BEST-KNOWN SPEAKERS: 


Dr. Harold John Ockenga 


Dr. T. Roland Philips 


Dr. Robert C. McQuilkin  ¢ 
Dr. William A. Mierop ¢ Harold E. Garner * Gordon H. Smith ¢ B. M. Nottage 
Jack Wyrtzen ¢ Dr. Richard A. Elvee ¢ Edward Nelson ¢ Dr. Ralph E. Stewart 
Dr. Robert Smith ¢ Jacob Stam ¢ Dr. Willlam Culbertson ¢ Dr. S. Maxwell Coder 


e Dr. Bob Jones, Sr. ¢ 


Dr. J. C. Macaulay ¢ Michael A. Guido « W. H. Meredith 
Plus outstanding gospel musicians. 


Special Features 


Moody Chorale « Missionary Symposium ¢ Youth Meetings ¢ Motion Pictures 


For detailed program or other information write 
EXTENSION DEPARTMENT, Room M416 


MOODY BIBLE 


820 N. LA SALLE STREET 





CHICAGO 10, 


. hear 


Dr. Harry Rimmer 
Dr. T. Leonard Lewis 


INSTITUTE 


ILLINOIS 





Here is one man's story that will 
bring joy to your heart 


A PHILOSOPHER'S VICTORY 
THROUGH CHRIST 


by a former head of the Philosophy Depart- 
ment of the —" of Georgia 


Cloth, only $1.25 

Order direct from the author 

Prof. Witiem H. Wrightoa 

119 North 55th S$ 


Seattle 3, Wash. 


on the Cross" 


sermons, 
Price 15 cents 








"The Seven Sayings 


+ Here is something new. Just 
the thing for those pre-Easter 


Get all 33 of Humberd's books 
for $7.95 


Humberd Press Box M, Flora, ind. 
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"Tow 7 Kuow Why Thousands 
Serutce Hymne” 


ew WRITES AN EASTERN MINISTER 


“When | saw my examination copy, | knew the wide 
range of beautiful hymns would fill our church's needs. 
1 also found all the favorite gospel — of my con- 
ak Sy The a new hymns were ideal for our 

oung People’s gat ~ogg . and then the: 60 inspiring 
readings convinced me. We are delighted. 


Write today for your FREE EXAMINATION COPY 
NOW ONLY $1.30 each, $105.00 per 100 plus shipping 


RODEHEAVER HALL-MACK CO. 











109 Ninth St., Winona Lake, Ind. 

West Branch: 1151 E. Hyde Park Bivd., Inglewood, Col. 
Nome. Title 

Name of Church. 

Addre 

City. Zone State 





Song books now used. 
We will need new books about 
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You Can Make fe Money 


danal 


Enjoy big returns, both a: 
and material. Serve the CRiistion 
families of your neighborhood { 
with our popular line religious 
merchandise. 
€ _ ee aoa Line” of § 
veryday Greeting 
Egermeier’s Bible Story Book. | 


© 
@ Christian character - building ) 
& 
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books for children. 
Bibles and a. 


Great masterpieces Be 
nowned Warner Iman "hs 

frames for home, 
church, or office. 


beautiful 
@ Hundreds of gifts for all ages. 
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TRIUMPHANT ART PUBLISHERS 203 
SAN JOSE, —o- er ANDERSON, INDIANA 
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‘FOLDING BANQUET 
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| 
AND LOW DIRECT PRICES 
J.P REDINGTON & CO. 


DEPT. 53 SCRANTON 2,PA. 














CEYLON & INDIA GENERAL MISSION 
Our ministry in India includes— 
INDIGENOUS CHURCHES 


As the Lord provides, we lengthen our cords 
and strengthen our stakes, 
Address the Secretary-Treasurer 
542 S. Dearborn St., Chicago 5, Ill. 











DESCRIBING SACRED pe 
SONG BOOKS for TRIOS ; 


and others 


’ Write for your copy today : é “ 





109 Ninth St., Winona Lake, Ind. 





I am a warm air Booster fan. 
Install me in the pipe that runs 
to your “‘cold room” and I will 
keep it warm. 
Furnace man’s 
over twenty years. 
At your dealer, or sent par- 
cel post for $8.85 
EMPIRE PRODUCTS COMPANY 
Empire and Towonde Streets, Bloomington, Illinois 
ept. 
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evolution” can reasonably explain them. 
Worth the reading of any thinking Chris- 
tian, and a good book to give to those who 
think the weight of scientific discovery 
favors some form of organic evolution. 159 
pages. The Paternoster Press, London 
(1951) 

Baptized into Christ, hy Herman Hoek- 
sema. Sixth in a_series of expositions of 
the Heidelberg Catechism, covering the 
Lord’s Day through questions 25-27. The 
ground covered is much wider than that 


indicated by the title. 179 pages. Wm. B. 
Eerdmans Publishing Co., Grand Rapids 
(1951). $2.50. 


The Idea of International Fellowship, by 
H. R. H. Princess Wilhelmina of the Neth- 
erlands. This is basically an appeal to 
Christians to love one another, the fulfilling 
of which command of Christ will help solve 
the world’s problems. Of special interest 
because of its source, it is marked by 
evangelistic fervor and makes us rejoice 
in the enthusiasm of this princess for the 
things of Christ, for her zeal to make Him 
known as her personal Saviour and Lord. 
12 pages (paper). Wm. B. Eerdmans Pub- 
lishing Co., Grand Rapids (1951). 

Modern Science and Christian Faith, by 
thirteen members of the American Scien- 
tific Affiliation. Second edition of a work 
first published in 1948; the ——— dif- 
ference is a new article on Anthropology, 


which occupies almost one-third of the 
book. An excellent discussion on the points 
of contact between the Bible and various 
fields of science. 316 pages. Van Kampen 
Press, Wheaton (1951). $4.00. 

A. J. Gordon, Great Pulpit Masters, Vol. 
VIII. A sketch of the life of the author of 
the renowned hymn “My Jesus, I Love 
Thee” with nineteen of his best sermons. 


Words fail in expressing the wealth of 


thought and the riches of spiritual truth 
in these messages. 256 pages. Fleming H. 
Revell Co., New York (1951). $2.25. 

Solomon Builds a Temple, by Montague 
Goodman. The temple referred to here is 
the human body, especially the body of the 
Christian. Without seemingly preaching at 
youth the author conveys to youth, in 
yd 4 ag messages, the sacredness 

ody. How this “temple” may be 
etl oom defilement and be a worthy house 
for the Holy Spirit is the dominant theme. 
The chapter on a Christian marrying an 
unsaved person is priceless. 64 pages. The 
Paternoster Press, London (1951). 

A Theological Word Book of the Bible, 
edited by Alan Richardson. The aim of this 
volume is to give clear descriptions of the 
important words employed in the King 
James Version of the Bible. As a whole it 
will provide valuable help to the Bible 
student, but must be used cautiously be- 
cause of liberal notions which crop up here 


C2, 


| watched the flakes of snow, as light as tufts of wool, that silently 


made hill and field so hushed and white, and clothed with ermine every tree. 
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and there. 290 pages. The Macmillan Co., 
New York (1950). $3.50. 

Separation—False and True, 4 J. M. 
Davies. A_ scholarly treatise with ample 
scriptural backing on an important subject. 
100 pages en": Walterick Print Co., 
Fort Dodge. Iowa (1951). 50c. 

2 “ in the Christian Life, by F. 
A. Tatford. The author helpfully and scrip- 
turally deals with subjects of primary in- 
terest to young Christians, such as new 
birth, baptism, Lord’s Supper, giving, 
church government, etc. 35 pages ag wot 
Walterick Printing Co., Fort Dodge, Iowa 
(1951). 30c. 

Epistle of James, arranged by Keith L. 
Brooks. The question and answer method 
is used for this cross-reference study of 
James. A number of interesting comments 
by the arranger help make the booklet 
helpful and profitable. 32 pages. American 
Prophetic League, Los Angeles (1951). 35c. 

The Fathers of the Church, Vol. 11. This 
volume contains some writings of St. 
Augustine, celebrated Bishop of Hippo 
(a. A.D. 400). Included are his commentary 
on the Sermon on the Mount and seventeen 
related messages. Great man that he was, 
some of his interpretations seem very 
strange indeed. 382 pages. Fathers of the 
Church, Inc., New York (1951). $5.00. 

All Occasion Party-Pac, by Ken Ander- 
son and Morry Carlson. Ten copies each 
of six different party games. Christians will 
particularly appreciate the spiritual em- 
phasis running through the games. Zon- 
dervan Publishing House, Grand Rapids 
(1951). 50c. 

Games for All Occasions, by Ken Ander- 
son and Morry Carlson. As the title indi- 
cates, this book sets forth 263 indoor and 
outdoor games with explanations of each. 
An ideal collection for the yerng pec le’s 
worker. 133 pages. Zondervan lishing 
House, Grand Rapids (1951). $2.00. 

Minister’s Personal Record, prepared by 
Bernard Brunsting. Space included for the 
keeping of such data as baptisms, members 
received, marriages performed, funerals, 
sermons preached, etc., enables the minister 
to keep a permanent and continuous record 
of his ministry. 135 pages. Baker Book 
House, Grand pids (1951). $2.00. 

Deeper Experiences of Famous Chris- 
tians, by James Gilchrist Lawson. Tells of 
the deepest experiences of some of those 
most used of God in the Christian era. 
Should serve to challenge the average 
Christian to a deeper experience with God. 
ay pages. Warner Press, Anderson, Ind. 


The Christian Church and Missions in 
Ethiopia, by J. Spencer Trimingham. This 
useful survey, long desired by students of 
missions, covers not only the present 
flourishing fields in Ethiopia, but a in- 
cludes a treatment of the more barren 
Eritrea and the Somalilands. Particularly 
important is the treatment of the Coptic 
Church (national church of Ethiopia) and 
the relationship of the missions to it. 80 

ges (paper). World Dominion Press, 

ndon (1950). 

Christian Knowledge of God, by James 
Harry Cotton. This volume contains the 
James Sprunt Lectures for 1947 delivered 
at Union Theological Seminary, Richmond, 
Va. It is a thought-provoking book, but 
leaves the reader without the certainty of 
faith. It is to be questioned as to whether 
the author has helped the student into a 
rational faith or engendered serious doubts. 
180 pages. Macmillan Co., New York (1951). 


.15. 

John Wesley’s Journal, edited by Nehe- 
miah Curnock. The aim of the writer is 
to preserve in a continuous narrative the 
main facts that illustrate the rise and 

rogress of Methodism as described by 

esley himself. The only real difference 
between this volume and the original lies 
in certain omissions. 433 pages. Philosophi- 
cal Library, New York (1951). $3.75. 

The Doctrine of Our Salvation, by Paul 
Stevens Kramer. Purports to be a com- 
mentary giving an exposition of Anglican 
theology and liturgy, and has as its aim 
the setting forth of the doctrines of the 
atonement, the Church, and the sacraments. 
The author calls the Genesis story of man’s 
fall a myth—it is strange that anyone 
would be concerned with atonement if 
there be no original sin. 165 pores. Exposi- 
tion Press, New York (1951). $3.00. 
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ANNUITY AGREEMENTS FOR 
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* Security 
* Safety 
* Savings 
* Satisfaction 


You get a STEADY INCOME that begins immediately, never 
varies, is guaranteed for life, and pays as high as 7%. 

You get the SAFETY of larger-than-legal reserve funds 
—-supervision by a great bank—annual audits by a leading 
accountancy firm—and the Society’s record of unfailing pay- 
ments for more than 100 years. 

You get DEDUCTIONS from certain income taxes, sav- 
ings in investment expense, time, worry. There’s nothing to 
look after. 

You get PEACE OF MIND from having a gilt-edged 
investment—in a vital Christian enterprise, the world-wide 
distribution of the Bible “without note or comment.” 

Send for FREE booklet, “A Gift That Lives” which 
tells how you can give and receive generously at the same 
time. 
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MAIL THIS COUPON TODAY WITHOUT FAIL! 
AMERICAN BIBLE SOCIETY 
450 Park Avenue, New York 22, N. Y. 


Please send me, without obligation, your booklet MB-4 entitled 
“A Gift That Lives.” 
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HOW MANY 


HAVE A BIBLE? 






















& pad % 

Not all to be sure — but countless 
thousands in New York City do have 
Bibles because of the New York Bible 
Society. This greatest city in the world 
is in desperate need of Christ today, 
more than ever before. Since 1809, the 
New York Bible Society has distributed 
32,710,491 Scriptures about the harbor 
and within New York City. As Christians 
we must see that Bibles are available in 
ever increasing numbers — there is no 
better way to meet the tragic challenge 
of our day. 
Your part in this work can be all 
important. A New York Bible Society 
annuity agreement not only can provide 
life-long financial security for you — but 
your funds will aid in bringing spiritual 
light and guidance to the polyglot popu- 
lation of New York City. 

« ANNUITY AGREEMENTS OFFER: 
® Financial Security © Up to 7°, Interest 
© Regular Income © Partly Tox Free Income 


Plan to “Invest Your Funds for 
God.” write today for our free 
descriptive booklet 

REV. D. J. FANT, GENERAL SECRETARY 


NEW YORK BIBLE SOCIETY 


; MAIL COUPON TODAY 
NEW YORK BIBLE SOCIETY, Dept. 16 
5 EAST 48TH STREET, NEW YORK 17, N. Y. 
Pleasesend meyour free booklet describing 
the N. Y. BIBLE SOCIETY ANNUITY PLAN 

















Vy Famous Pocket Quarterlies 


Based on the Uniform Series of the international 
S.S. Lessons —for all Depts. 


True js: Whole Bible 


Designed tofit the pocket, in size and 
price. 44x 6%, 68 pages, each more 
than 25.000 words, handy size makes 
them easy to carry —hard to lose. 
Can be conveniently studied dur- 
ing the week. They save time — 
win souls and build character. Each 

only 10c 
AGENTS make good money sell- 
ing our quick moving line : Bibles, Books, Greeting 
Cards, Mottoes, Calendars, etc. Liberal commission. 
Write for full details 
D S.S. Pocket Quarterlies ( Catalog and Agent's Offer 


THE HIGLEY PRESS, Dept. C-5, Butler, Ind. 

















‘hunger for 


Orthodoxy Is Not Enough 
[Continued from page 307] 


not heretics. In no case did Jesus con- 
demn what they believed. But He wept 
over and called woe upon their low vis- 
ion, wrong emphasis, and selfish mo- 
tives. So bigotedly did they pursue the 
good, that they lost sight of the best. 
They tithed the herbs in their gardens, 
but forgot justice, mercy, and truth. Jesus 
bluntly called them, “Pharisees 
hypocrites!” 

In the face of the heart-chilling, cos- 
mic problems the world faces today, the 
question is not simply orthodoxy. Con- 
fronting the four hundred prophets of 
Baal on Mount Carmel, Elijah did not 
argue the essential rightness of his po- 
sition. Rather, he cried unto God. And 
on the mountain the fire fell. The testi- 
mony blazed. And the backsliding, rebel- 
lious nation which had turned to other 
gods now cried out, “Jehovah, He is 
God!” 


+ In what may be the twilight hour of 
world history, God’s people are patheti- 
cally eager to see once again the fire of 
Holy Ghost revival fall. Many desperately 
a new, intimate fellowship 
with Christ, for new strength against sin, 
new power in witnessing, new fruitfulness 
in evangelism of all kinds. 

This all-consuming passion for God 
Himself is the first requirement for re- 
vival. In proportion as we hunger and 
thirst, we shall be filled (Matt. 5:6). This 
heart-hunger God will surely reward 
(Ps. 42:1, 2: 103:5; 107:9) if we are will- 
ing to pay the further price. 

Before the blazing holiness of God’s 
Spirit can possess and use us, we must 
repent. not only of the gross sins and 
outward vices, but also of all the subtle 
hyphenated self-sins. In the dazzling 
brilliance of His convicting presence, 
self-righteousness, spiritual pride, self- 
justification will be seen for the damning 
sins that they are. 

To break with these and with the 
marginal pleasures of the indifferent 
Christians will be painful. To confess our 
theological complacency, our spiritual 
coldness, and our appalling spiritual fail- 
ure—though we may be church leaders, 
pastors, or officers—will be heartbreak- 
ing. But God’s way for His Son was the 
cross, and a cross stands also at the gate- 
way of spiritual power for God’s re- 
deemed sons. Bleeding and blessing are 
inextricably bound up together in the ex- 
perience of God’s saints. The humbling 
sacrifice of broken. contrite hearts is 
God’s great stipulation for spiritual real- 
itv and revival (Isa. 57:15; II Chron. 7: 
14). 

Then God demands faith. What kind of 
faith? A passionate faith that the God of 
Elijah still lives. A confident faith that 
His Word is still true: “And it shall be in 
the last days. saith God, I will pour forth 
of my Spirit upon all flesh” (Acts 2:17, 
A.S.V.) An expectant faith that God 
wants to meet His people, revive His 
Church, and herald forth His gospel in 
mighty miracle power in these latter 
days. In the individual this means that 
you will cry to God out of the depth of 
your spiritual need and heart-hunger for 
Him. “I will not let Thee go except Thou 
bless me.” 
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supervision. 
Send for FREE details 
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ROBERT HARKNESS 
20 N. Raymond Ave., Room 7 Pasadena |, Calif. 
Over SEVEN THOUSAND students have enrolled .. 
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NORTHWEST MOUNTAIN 
MISSION, INC. 


Box 421, Boise, Idaho 
Harold A. DeGroff, Superintendent 


"Taking The Gospel to the 
Man Farthest Back'' 


America needs the Gospel, too! In our North- 
western States, there are scores of logging, 
mining and farming communities where no 
church or Sunday School has ever existed— 
and many of them are still without a witness 
for CHRIST. This Mission seeks to reach 
these, in a work that will give the Gospel to 
hundreds of otherwise neglected families. You 
may share in this burden. Write for a free 
copy of the TRAIL BLAZER. 
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Finally, God waits for prayer—fer- 
vent, heart-searching, agonizing prayer, 
that will drive us to our knees before 
dawn and after dark, crying out to God 
to revive His work in the midst of the 
years. Every great movement of the Holy 
Spirit has been accompanied by much 
prayer. D. L. Moody declared, “Every 
great movement of God can be traced to 
a kneeling figure.” 

If we really want personal revival, we 
do not in most cases need new truth or 
more scriptural light. We need to cast 
aside our “Now-I-lay-me-down-to-sleep,” 
complacent, impotent prayers. We need 
earnestly, agonizingly to seek the Lord in 
the closet—confess as He convicts, seek 
Him with a whole and holy heart. For 
many are His promises that then, and 
then alone, wili He manifest Himself in 
blessing (Jer. 29:13; etc.). 

And if we want church and national 
revival, let us remember again that it 
was when Elijah prayed that the fire fell. 
It was “when they had prayed, the place 
was shaken wherein they were gathered 
together; and they were all filled with the 
Holy Spirit, and they spake the word 
of God with boldness ... and great 
grace was upon them all” (Acts 4:31, 33). 


+ Aut civilization hangs in a balance, 
which only Christians’ prayers can sway. 
Orthodoxy will not do it. Orthodoxy is 
not enough. The revival fire of God must 
fall. God’s earthly testimony must blaze 
with old-time heavenly power. The 
Church asleep and silent must become 
the Church revived and militant. Only 
prayer will bring such transformation. 

Thus the responsibility for quickening 
dead orthodoxy and bringing the revival 
for which we yearn is yours and mine. 
It is ours to do as R. A. Torrey, who 
drew an imaginary circle around himself 
on the floor and cried, “O Lord, send a 
great revival and begin it in this circle!” 





In the Study 


[Continued from page 322] 


the world today may be harnessed by 
demonic powers, or they may be led by 
the Spirit of God. It is the responsi- 
bility of the Church to see that the 
Spirit of God prevails.” 

Bibliotheca Sacra, January, 1951, “Rome 
and the Ecumenical Movement,” by 
Rene Pache, pp. 53-67. 

The Biblical Archaeologist, February, 
1951, “Radio Carbon Method for Dat- 
ing,” by Donald Collier, pp. 25-29. 

The Biblical Archaeologist, May, 1951, 
“New Testament Jericho,” by James E. 
Kelso, pp. 34-43. 

The Catholic Biblical Quarterly, July, 
1951, “The Protevangelium,” by Francis 
X. Spellman, pp. 239-252. 

Apart from the fact that the woman 
of Genesis 3:15 is identified exclusively 
with the Virgin Mary, this is a re- 
markable study of this important text. 

The International Review of Missions, 
July, 1951, Vol. 40, “The Old Testament, 
a Bulwark of the Church Against Pa- 


ganism,” by G. Ernest Wright, pp. 
265-276. 
An article of supreme importance 


which should be reprinted. 
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The Journal of the History of Ideas, July, 

1951, Vol. 12, “St. Augustine and the 
Christian Idea of Progress,” by Theodor 
Mommsen, pp. 346-374. 
Contains some very important material 
on the relation of the four empires of 
Daniel 2 and 7 to the fall of the Roman 
Empire. 

The Listener (London), August 23, 1951, 

“The Doctrine of the Holy Spirit,” by 
Canon C. E. Raven. 
This is the last of six talks ky Canon 
Raven of B.B.C. on “Science and the 
Christian Man.” He believes that the 
weakening of the doctrine of the Holy 
Spirit has had much to do with the 
failure of the Church to appreciate the 
discoveries of scientists in the world 
of nature. 

Religion and Life, Autumn, 1951, “Chal- 
lenge from the Campus to the Church,” 
by Dr. Ruth Davies, pp. 567-578. 

Science and Engineering (California In- 
stitute of Technology), March, 1951, 
“Neo-Thomism and Modern Science,” 
by Alfred Stern, p. 12 ff. 

Theological Studies, September, 1951, Vol. 
XII, 320-342, (R.C.) “Bulletin of the 
Old Testament,” by Frederick L. Ho- 
narty. 


Service Center Spotlight 


HIS month’s service center spotlight swings to San Antonio, Tex. There 
the eight-month-old Christian Service Center at 608 E. Travis, opposite 





Time, October 15, 1951, 
All Israel,” p. 52 ff. 
A remarkable article on the Jewish 
Theological Seminary of New York and 
the great revival that is now taking 
place in American Judaism. 


“A Trumpet for 


Looking Forward 


n future issues, among other things 
i] which the editor of this department is 
planning are three bibliographies which 
will be distributed over at least three 
different issues: the best commentaries 
on Luke’s Gospel; the important books 
dealing exclusively with the New Testa- 
ment doctrine of the Church, a subject 
seldom discussed today but of pre-emi- 
nent importance; and a bibliography of 
that rich theme of which the New Testa- 
ment speaks so much and which we too 
rarely think about, the intercessory work 
of Christ. Others will follow from time 
to time. 

Next month I expect to give consider- 
able attention to a new work of ripest 
scholarship, the most important in its 
field that has yet appeared in our lan- 
guage, The Jews in the Soviet Union, by 
Solomon M. Schwarz. 


















the main post office, is doing a rushing business among military personnel 
from Lackland Air Base, Randolph Field, Brooks General Hospital, Fort 
Sam Houston, Kelley Field, Camp Bullis and Brook Air Base. Between 1,200 
and 1,500 men come through the center on Sundays. 

Located near the famous Alamo, the center provides lounges, a large 
recreation room, shower baths and prayer rooms. Free refreshments are 
served from a popular coffee and cookie bar, and writing materials are 
available. Included in the center’s weekly program are Sunday afternoon 
hymn sings and Tuesday evening fellowship meetings led by Christian 
servicemen from the various bases. During a recent month more than 200 
men indicated that they had found Christ as Saviour at the center. 

Established by Elmer Crockett, who operates a busy and successful service 
center at Rantoul, Ill., the San Antonio center is in charge of Mr. and Mrs. 
Ralph Compson, who recently left a pastorate at Big Rapids, Mich., to 
take over their new responsibilities. Mr. Compson writes that he will be 
glad to hear of boys stationed at any of the bases mentioned above and will 
endeavor to help them in any possible way. His address is Box 2374, San 
Antonio, Tex. 

{Next month’s Service Center Spotlight city—San Diego, Calif.] 


Would other Christian service centers like to make themselves known to 
men in uniform? As a service to men in our armed forces and to Christian 
centers, Moopy MONTHLY for a limited time will publish names, addresses, 
brief facts and suitable photographs of centers whose facilities are available 
to servicemen without charge. Material should be sent immediately to Moopy 
MONTHLY, 820 N. LaSalle St., Chicago 10, Ill. 
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The War That Didn’t Happen! [Continued from page 3151 


With one accord a sound of prayer and 
song rang across the land. 

The tide seemed to turn as one of 
America’s greatest financiers requested 
that we all sing together the fourth verse 
of Luther’s great hymn, “A Mighty For- 
tress is Our God.” And over the hilltops, 
amid the stately elms of quiet village 
streets, and above the clatter of city 
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traffic could be heard a singing people: 
“Let goods and kindred go, 
This mortal life also; 
The body they may kill; 
God’s truth abideth still, 
His kingdom is forever.” 


+ THaT night they came—from the 
underground airdromes of the enemy, 
from airplane carriers in the Pacific and 
Atlantic, from hidden, secret places of 
treachery, they swarmed out, a whole 
horde of aircraft and armies. But not 
a bomb was dropped, not a gun fired. 
Most of the nation’s millions slumbered 
on their pillows to which they had re- 
tired with hungry stomachs, having com- 
mitted themselves and their families to 
God. Only the sentinel troops watching 
the shorelines and the hilltops and scan- 
ning the radar screens saw the host of 
the foe. 

Without protection a bankrupt nation 
faced the invader and the destroyer. 
And then the sky seemed to become 
alight, the very heaven dropping fire— 
and the enemy retired without a struggle. 

The next day a sentinel was reading 
his Bible and said, “I have found it! 
Listen to this in Judges 5:20: ‘The stars 
in their courses fought against Sisera.’” 
And every soldier on that post fell to 
his knees in thanksgiving. 


+ AND so it is 1960. Peace encompasses 
the nations of the earth. It is not Utopia. 
Not all the problems of men are solved. 
There is still crime, trouble, sickness, 
heathenism; but there are the evident 
effects of a continuous revival. The 
brethren dwell together in peace; and in 
the deepest jungles of Africa’s darkness, 
along the streets of China and Japan and 
Korea and India, you see the missionary 
preaching and singing and telling the 
story of Jesus. 

The churches of America, England, 
Europe, Canada, and even Russia are 
filled with thankful believers in the Lord 
Jesus. The home has been re-established 
as the basic unit of society eminently 
worth saving, and the family altar. is 
recognized as the number one solution 
of domestic problems. 

Back through the narrow corridor of 
a few years we see the darkness, and 
are thankful to God that the forgotten 
man who stood in his pulpit that Sunday 
morning was courageous enough to drop 
his tears upon the dry ground, the first 
splashings of a blessed fountain for the 
peace of the nations and the glory of 


Jesus. 
* ae * a 


That’s the story I would like to write 
and read again in 1960. “Fantastic!” you 
say. “Very improbable!” Perhaps so, but 
as William Jennings Bryan once said: 
“The humblest citizen of all the land, 
when clad in the armor of a righteous 
cause, is stronger than all the hosts of 
error.” 

Or better yet consider II Chronicles 
7:14: “If my people, which are called 
by my name, shall humble themselves, 
and pray, and seek my face, and turn 
from their wicked ways; then will I hear 
from heaven and will forgive their sin, 
and will heal their land.” 
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In just one month 12 Mo- 
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Fills New Dean’s Post 


Philip R. Newell, formerly director of 
the Institute’s Correspondence School, 


has recently been 
named dean of stu- 
dent affairs. Mr. 
Newell, who began 
his new duties De- 
cember 1, has been 
in charge of the 
Correspondence 
School since April 
1, 1948. 

As dean of stu- 
dent affairs, Mr. 
Newell is acting as 
counselor and spir- 
itual adviser to the students. Through his 
efforts, a weekly prayer group, which 
began among the students during Foun- 
der’s Week in February, 1951, has con- 
tinued through the months at the stu- 
dents’ request. 

Before coming to the Institute, Mr. 
Newell was secretary and general man- 
ager of a Detroit manufacturing firm. 
During his last few years in that field. 
he became increasingly active in Bible 
teaching and evangelistic ministry, even- 
tually resigning to devote his entire time 
to Christian work. 

Besides writing for various religious 
publications, Mr. Newell has just com- 
pleted his book, Daniel, the Man Greatly 
Beloved, and His Prophecies, and is also 
known for his popular correspondence 
course, Sir Days of Creation. Under his 
supervision, the Correspondence School 
has revised many of its studies and in- 
troduced seven new courses. 

In addition to his duties at the In- 
stitute, the new dean also conducts, twice 
weekly, special Bible classes at the Mil- 
waukee Gospel Tabernacle, in Milwau- 
kee, Wis., speaks at Bible conferences 
throughout the country, and is widely 
known for his ministry over the Insti- 
tute’s radio stations, WMBI and WMBI- 
FM. 





Newell 


Accreditation Approved 

The Institute has recently been ac- 
credited in the collegiate division by the 
Accrediting Association of Bible Insti- 
tutes and Bible Colleges, according to Dr. 
S. Maxwell Coder, dean of education. The 
approval has been in part a result of the 
new semester plan inaugurated Septem- 
ber, 1951. 

Dr. Coder explains that “the school is 
now recognized as meeting the standards 
established by this association. This 
means that credits for equivalent sub- 
jects are transferable without validation 
examinations on the part of students 
entering the Institute from accredited 
schools, or entering another accredited 
school after studying at MBI.” The term 
“accredited schools” not only includes 
Bible institutes and Bible colleges, but 
other colleges and universities. 
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MIS Releases Film Strips 

Film strips, each consisting of fifty 
still pictures taken from Moody Institute 
of Science motion picture sequences, have 
recently been released by the Institute. 

The initial releases include eight film 
strips. “House of Clay,” “Flying Won- 
ders,” “On the Beam,” “Fish out of Wa- 
ter” and “Backyard Mysteries” are taken 
from the MIS film “Dust or Destiny.” 
“Everyday Treasures,” “Invisible Mira- 
cles” and “God of Little Things” are 
taken primarily from the newest gospel- 
science film “Hidden Treasures.” 


A script, compiled by Helen Lane of 
MIS, is furnished with each strip. 


Mrs. Asa Nakada, a Japanese mission- 
ary and former Institute student who 
directs a senior high school in Tokyo, has 
been eagerly watching this project. With- 
out funds herself, she appealed to some 
of her friends to help provide strips for 
her people. In this way, she was the first 
person to purchase the new MBI gospel 
“tools.” 


Upon receiving the strips, she wrote: 
“Thank you for the most encouraging 
help you have so graciously given me for 
my dear people back in Japan. Your films 
(strips) will be the best way yet to show 
them the way—those young people who 
really want the Light, but do not know 
how to find it.” 


According to Don Parson, Film Depart- 
ment director, the strips are already re- 
ceiving an enthusiastic response, espe- 
cially in the classroom. He says, “This is 
one of the answers to our prayers to 
bring the gospel to the unchurched with 
a minimum of expense. These film strips 
have been needed since the first Moody 
Institute of Science film, ‘They Live For- 
ever,’ was released in 1944.” 


Because the cost is moderate—$5.00 
each—and only a small amount of equip- 
ment is necessary for showing, the film 
strips are ideal for classrooms, Sunday 
schools, home missions, foreign missions 
and child evangelism work. Also available 
are booklets entitled, Hidden Treasures 
and Dust or Destiny, giving detailed in- 
formation on the film strip subjects. 


Florida Conferences 

Two Moody Bible Institute conferences, 
featuring outstanding speakers, special 
music and a gospel-science film, are 
scheduled in Florida during February. 


The special meetings will convene at 
Sebring, February 10-March 2, and at 
Boca Raton (between Palm Beach and 
Miami) February 25-March 2. 


The Sebring speakers’ roster includes 
Institute men, Dr. William Culbertson, 
president; Dr. S. Maxwell Coder, dean of 
education, and Michael A. Guido, exten- 
sion evangelist. Also slated is Laurence 
T. Chambers, Bible teacher and evan- 
gelist. George S. Schuler, formerly on 


the Institute’s music faculty, and Robert 
Parsons, director of programs for WMBI 
and WMBI-FM, will present special 
music. 

At Boca Raton Dr. Culbertson, Dr. 
Coder and Mr. Guido will be on the 
program. Stratton Shufelt will be in 
charge of the music. “Hidden Treasures,” 


“newest Institute film, delving into the 


minuteness of God’s creation as seen 
through the microscope, will be a high- 
light of the conference. 


Missionary Speaker 

Among the more than twenty out- 
standing speakers during Founder’s Week 
Conference, February 4-10, will be 
Institute graduate 
Gordon H. Smith, 
missionary to Indo- 
china. Appearing 
on Missionary Day, 
Mr. Smith will 
bring a message at 
10:30 a.m., Febru- 
ary 7: 

A graduate of 
Moody Bible Insti- 
tute (25) and To- 
ronto Bible College, 
Mr. Smith also attended Wheaton Col- 
lege and Los Angeles Baptist Theological 
Seminary. 

Smith, who went to Indochina in 1928, 
worked four years in Cambodia, and then 
began pioneer work among the primitive 
tribes. He reduced the Pnong language 
to writing, established an indigenous 
church, Bible school, and leprosarium. 
While on furlough, he is showing films on 
the work of the new leprosarium. 

The author of several books, including 
The Blood Hunters, Light in the Jungle, 
The Missionary and Anthropology, Smith 
is a fellow of the Royal Geographical 
Society and the Royal Anthropological 
Institute. 
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Compiles Songbook 


With an untiring determination to 
reach her people for Christ, Mrs. Yoriaki 
Nakagawa, an Evening School student at 
MBI, has recently completed a gigantic 
task in financing, compiling, publishing, 
wrapping and mailing 5,600 copies of a 
hymnbook, Joyful Songs. Dedicated to 
the Christian youth of Japan, the book 
was compiled in memory of a daughter, 
Akiko Elizabeth, who died when a child. 

The book, published primarily for 
Japan, contains well-known gospel songs 
and hymns, with English words. It also 
contains ten of Mrs. Nakagawa’s own 
musical settings with words by various 
authors, one of whom is Dr. G. Coleman 
Luck, of the Institute faculty. 

The modest little Japanese woman, 
with a determination to give her all to 
Christ, financed the publishing of these 
books by using an insurance policy, and 
worked to earn the $200 needed for 
postage. Eight long months she wrapped 
and packaged these songbooks, often 
until early morning, praying over each 
package. 

“Christian young people in Japan are 
eager to learn English hymns,” says Mrs. 
Nakawaga. The gospel songbook is being 
used in Japanese high schools and col- 
leges as a textbook. 
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Mrs. Nakagawa has been attending 
Evening School since 1945. 





President Cornelius Keur, his wife, Fern 
(August '39), and their three-year-old son. 


New Fellowship in the Islands 


During a recent trip to the Hawaiian 
Islands, Herbert Lockyer, Jr., executive 
secretary of the 
Alumni Association, 
organized a strong 
fellowship among 
the more than 
thirty Institute 
alumni now on the 
islands. Cornelius 
Keur ’40, was elec- 
ted president and 
John Kalili, Aug. 
‘51, vice-president. 
The fellowship will 
make its headquar- 





John Kalili 


ters in Honolulu. 

According to Mr. Lockyer, this is the 
seventh active alumni fellowship that has 
been organized outside the boundaries of 
United States. The Institute already has 
fellowships in Great Britain, Japan, Bel- 
gian Congo, Ethiopia, Venezuela, Hong 
Kong and Mexico. 

During his trip to the beautiful islands, 
Mr. Lockyer showed the latest Moody 
Institute of Science film, Hidden Treas- 
ures, every night. At one showing more 
than 2,200 saw the film in an open-air 
park in Honolulu. It was also shown to 
hundreds of students at the University 
of Hawaii. 


Founder’s Week Alumni Day 

More than 800 alumni are expected to 
take part in the special activities planned 
for Alumni Day on February 5 during 
Founder’s Week Conference. Three Insti- 
tute graduates are scheduled to bring 
messages at the morning, afternoon and 
evening services. 

At 2:30 pm., Dr. Richard A. Elvee, 
August ’32, pastor of the First Baptist 
Church of Buffalo, N.Y., will bring a 
message. At 3:15 p.m., Dr. T. Leonard 
Lewis, December '27, president of Gordon 
College, Boston, Mass., will speak. Dr. 
Ralph E. Stewart, 1919 graduate, and 
pastor of the San Gabriel Union Church, 
San Gabriel, Calif., will be heard at 7:30 
P.M. 

A highlight of the day will be the 
alumni banquet at 1:15 p.m., in the In- 
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banquet, Institute President William 
Culbertson will bring greetings, followed 
by the election of national officers of the 
Alumni Association. 


They'll Dry Up 

Some Negro children on the south side 
of Chicago, after seeing micro-organisms 
in the Institute film, Hidden Treasures, 
asked thc film representative if they were 
drinking those “animals” when they 
drank water. 


“Yes,” they were told. 


“Then we'll drink milk instead,” they 
decided. 


Informed that the microscopic organ- 


isms are in milk too, they declared, 


“Then we'll just dry up.” 





For Your Reference 
Speakers 
46th Founder’s Week 
February 4-10 


Moody Bible Institute 
Chicago, III. 


GUEST SPEAKERS 

Dr. Richard A. Elvee, pastor, 
First Baptist Church, Buffalo, N.Y. 

Dr. Bob Jones, Sr., evangelist 
and founder Bob Jones University, 
Greenville, S.C. 

Dr. T. Leonard Lewis, president, 
Gordon College, Boston, Mass. 

Dr. Robert C. McQuiikin, presi- 
dent, Columbia Bible College, Co- 
lumbia, S.C. 

W. H. Meredith, lawyer, Poplar 
Bluff, Mo. 

Dr. William A. Mierop, presi- 
dent, Philadelphia Bible Institute, 
Philadelphia, Pa. 

Edward Nelson, director, God’s 
Invasion Army, St. Paul, Minn. 

B. M. Nottage, Bible teacher, 
Detroit, Mich. 

Dr. Harold John Ockenga, pas- 
tor, Park Street Church, Boston. 

Dr. T. Roland Philips, pastor, 
Arlington Presbyterian Church, 
Baltimore, Md. 

Dr. Harry Rimmer, Bible lec- 
turer, Pacific Palisades, Calif. 

Gordon H. Smith, missionary to 
Indo-China. 

Dr. Robert Smith, professor, 
Bethel College, St. Paul, Minn. 

Jacob Stam, lawyer, Paterson, 
N.J. 

Dr. Ralph E. Stewart, pastor 
San Gabriel Union Church, San 
Gabriel, Calif. 

Jack Wyrtzen, director, Word of 
Life Fellowship, Inc., New York. 


INSTITUTE SPEAKERS 
Dr. S. Maxwell Coder, dean; Dr. 
William Culbertson, president; 
Harold E, Garner, faculty mem- 
ber; Michael Guido, evangelist, 
and Dr. Joseph C. Macaulay, fac- 
ulty member. 











News Report 
[Continued from page 335] 
be held at the Lawson YMCA, is open to 
all in the religious publication or writing 
field. 
In addition to business sessions, the 


-convention program also includes dem- 


onstrations in editing, layout and adver- 
tising, and a panel discussion on editor- 
writer relations. 


From Here and There 

> Belfast, Ireland, is to be the scene of 
Youth for Christ International’s fifth 
World Congress on Evangelism. The con- 


ference is being scheduled for next 
August, with dates to be announced 
shortly. 


>» A Christian Citizenship Award Contest 
for young people from fifteen to twenty- 
five has been announced by the Inter- 
national Society of Christian Endeavor. 
Awards will be made on the basis of 
essays on “I Speak for Christian Citizen- 
ship,” and personal service records of 
citizenship activities. 

> Merger possibilities among the five di- 
visions of the Lutheran Church which 
have previously worked together in the 
American Lutheran Conference were ex- 
plored recently at a committee meeting 
in Chicago. Groups represented were the 
American Lutheran, Evangelical Luther- 
an, United Evangelical Lutheran, Augus- 
tana Lutheran and the Lutheran Free 
churches. The committee’s report will be 
presented before conventions of the five 
divisions next summer and fall. 


» Television was utilized to publicize the 
ninth National Congress of the Confra- 
ternity of Christian Doctrine, held re- 
cently in Chicago. Largest and most im- 
portant Roman Catholic assemblage in 
Chicago since 1926, it was attended by 
more than 10,000 ecclesiastical and lay 
delegates along with 100 members of the 
Catholic hierarchy. 

» A twenty-four day tour of central 
France has recently been completed by 
a team of four pastors, four Christian 
dramatists and four evangelists. In 
house-to-house calls, many times in vil- 
lages where not one Protestant was 
found, the team gave dramatic presenta- 
tions of Bible stories and distributed 
pamphlets and Scripture portions. 

» Atlantic City, N.J., will be the site of 
the thirty-fourth annual meeting of the 
National Lutheran Council, from Janu- 
ary 29 through February 1. 


—— 
Se aoe 





HOW TO READ THE BIBLE 

Read the Bible, not as a newspaper, but 
as a home letter. 

If a cluster of heavenly fruit hangs 
within reach, gather it. 

If a promise lies upon the page as a 
blank check, cash it. 

If a prayer is recorded, appropriate it, 
and launch it as a feathered arrow from 
the bow of your desire. 

If an example of holiness gleams before 
you, ask God to do as much for you. 

If the truth is revealed in all its 
intrinsic splendor, entreat that its bril- 
liance may ever irradiate the hemisphere 
of your life like a star. 

—F. B. Meyer 
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and Dick wonders whether he ever will be. 
These are moments of indecision for him. 
Which ts the road to success... 


what, after all, is success? 


Thousands of high-schoolers find themselves in 
Dick’s position, looking forward to graduation with 
mixed feelings. What’s beyond for them? They find 
themselves faced with grown-up decisions and begin to 
consider values as never before. 

‘‘What is success?” Dick has ample reason to 
question the infallibility of money, position, or power. 
Every day he sees proof of the failure of these to satisfy. 
Yet for thousands and thousands of young people there 
seems to be nothing else. 

Today more than ever before, in a world rocked 
by uncertainty, young people must find a stabilizing 

- influence that will provide inner satisfaction regard- 
less of circumstances. 

The quiet assurance that comes with the knowl- 
edge of sins forgiven, the comforting certainty of God’s 


hand upon one’s life, is the security that will answer —_ 


their dilemma. { 
You can help them... you must! Scripture Press’ 
All-Bible Graded Series of Sunday School Lessons, 
graded to serve every age-level, is ideally suited to help | 
you and your church meet this challenge. | 
The Senior series of lessons is designed for Dick l 
and his friends, but also there is a lesson series for 
every age-group. I 
Just fill out the coupon and get the new, revised | 
book, ‘‘How Firm a Foundation;’ for full information. 
It will help you lay a firm foundation for the future | 
of all age-groups in your Sunday School. | 


January, 1952 
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SCRIPTURE PRESS 
434 SOUTH WABASH, CHICAGO 5, ILL. » DEPT. MMA-12 
Please send me the NEW, REVISED BOOK, 
Yes J “How Firm a Foundation,” giving full information 
on the All-Bible Graded Series of Sunday School lessons. 


I’m particularly interested in the following departments: 

















CRADLE Rott [), nursery (, pecinnen (), pamany (), sumton O), 
INTERMEDIATE (ym, HICH) ([), senion (), avutt (), 
city, () state 
pastor [J], 8.8. surpr. (J, pm.cur. ep. 0), sec. 0, o7men 
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The Sheep and the Goats (Continued from page 318) 


pared for them, but for “the devil and 
his angels.” How unspeakably solemn 
that men should have to share the devil’s 
destiny! 

If it were merely a question of the way 
in which one human being had treated 
another, we might well wonder at the 
severity of the judgment here meted out, 
but, as we have already noted, those so 
condemned are evidently leaders who 
have posed as righteous men, but who 
satisfied their own lusts at the expense 
of the “brethren” of the King. 

The gravity of an offense is measured 
by the dignity of the person offended. 
And even the least of these His brethren 
must be a prince. It should be quite 
evident that the sin for which those on 
His left hand are condemned is not one 
of ignorance, but of willful neglect. And 
that accounts for the severity of the 
judgment. 

Nevertheless, the “goats” demand an 
explanation. They want to know when 
they saw Him in distress of various kinds 
and did not minister to Him. His reply is, 
“Verily I say unto you, Inasmuch as ye 
did it not to one of the least of these, 
ye did it not to me.” Just why the Lord 
did not add “my brethren” we do not 
know, but He certainly was referring to 
the very same persons mentioned in verse 
40. No matter how insignificant they may 
appear in the eyes of men, they are 
precious in His sight. 


IV 

From the last verse of our chapter, 
which is also the end of the discourse, we 
learn that the issues involved are eternal. 
As every intelligent reader of Scripture 
knows, there is no difference in meaning 
between the words here rendered “ever- 
lasting” and “eternal.” They represent 





one and the same word in the original 
Greek. And since the same word is used 
in speaking of “the everlasting God” 
(Rom. 16:26), there can be no question at 
all about its true meaning. 

But even though the issues here in- 
volved are eternal, this judgment must 
not be confused with that of the great 
white throne. That will not take place 
until a thousand years later (Rev. 20:5, 
11-15). ‘Moreover, it will concern the 
dead, not the living. It is then that the 
dead will be judged out of those things 
which were written in the books, accord- 
ing to their works. 

Before that we read of two who will be 
cast alive into the lake of fire burning 
with brimstone (Rev. 19:20). That will 
occur, we believe, when “the Son of man 
shall send forth His angels, and they 
shall gather out of His kingdom all things 
that offend, and them which do iniquity; 
and shall cast them into the furnace of 
fire: there shall be wailing and gnashing 
of teeth. Then shall the righteous shine 
forth as the sun in the kingdom of their 
Father” (Matt. -13:41-43). 

Thus we see how the Olivet Discourse 
takes us right to the very close, or con- 
summation, of the (Jewish) age which 
will usher in the Millennium, when the 
priests of God and of Christ shall reign 
with Him a thousand years. And that 
concludes our Lord’s answer to those 
questions put to Him “as He sat upon the 
mount of Olives” (Matt. 24:3). 

There are many indications that the 
time for these things to be fulfilled is 
near at hand. That should have a sober- 
ing effect upon all of us. Our hope and 
prayer is that our study of them may re- 
sult in greater devotion to our blessed 
Lord, and greater diligence in His service. 


THE END 
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AGENTS WANTED 





| 
NEED MONEY? $50-$100 AND MORE IS YOURS 


—easily, pleasantly, quickly.In spare time just show 
friends irresistible Elmira assortments of all-occasion 
greeting cards, wrapping, personalized stationery, nap- 
kins, matches, many other exclusive, profitable special- 
ties. No investment. No experience. Success assured. 
Bonus. Special Prizes. Promptest Service. Write Today. 
Free samples, assortments on approval. Elmira Greet- 
ing Card Co., Elmira 99, N. Y. 





“DRY” WALLPAPER CLEANER. NO MESSY 

liquids. No sticky ‘‘dough’’. Simply wipe wallpaper, 
painted walls. Samples sent on trial. Kristee 141, 
Akron, Ohio. 





NEED EXTRA MONEY? SHOW YOUR FRIENDS 

Wonderful Regal line of All-Occasion Greeting 
Cards. Over 100 beautiful assortments to choose 
from. Also Exclusive Stationery unobtainable else- 
where. No experience necessary. Your profit up to 
100% plus bonus. Write for free samples. Sales kit 
on approval. Regal Greeting Card Co., Dept. 24, 
Ferndale, Michigan. 





MAKE BIG PROFITS FOR YOURSELF, YOUR 

society or organization, selling ‘‘Pattie Paddles’’ 
—new sanitary way to make hamburg, fish or potato 
patties without fuss or muss. An attractive and easy- 
selling item. Peninsula Book Shop, Box 579, Grand 
Rapids, Michigan. 





“FOG-STOP” WINDSHIELD CLOTH. INSTANT- 

ly removes blurry Mist, Frost, Sleet, Snow. Stops 
windshield fogging. Samples sent on trial. Kristee 
139, Akron, Ohio. 





FAST—SELL BIG VALUE 

Greeting Cards. Four new 21 card $1.00 All- 
Occasion Assortments, Birthday, Easter, Novelty 
cards. Gift Wrappings, Stationery, Notes. Unusual 
Gift Items. Over 100 fast-sellers. Amazing profits. | 
Write for Samples on Approval and ‘Get-Started’ 


MAKE MONEY 





Plan. Hedenkamp, 361 Broadway, Dept. MY-16, 
New York. 
THE “LAND OF THE MORNING 


FRESHNESS”’ 


The early years of Christian activity in 
Korea were characterized by widespread 
evangelism and fervent personal witness. 
After fifty years’ work, Korea had more 
Christians than there were in the Roman 
empire at the close of the first century 
of the Christian era. 

The prophecy of one of the pioneer 
colporteurs soon became true. On cross- 
ing the border from Manchuria with a 
load of Gospels, which were confiscated 
by the government officials and thrown 
into the Yalu River, he said: “Wherever 
the leaves of this book go, Christian 
churches will appear.” Evidently the 
leaves drifted ashore in many places, 
for all along the banks of the Yalu sprang 
up the first churches in northern Korea. 

Many Christians, under the constrain- 
ing passion of their first love, were in 
the habit of devoting long periods of vol- 
untary service to the cause of Christ. 
One young man even expressed his regret 
that in six months he had not been able 
to deal personally with more than 1750 
people. During a year’s imprisonment for 
participation in the Independence Move- 
ment, a Korean preacher led to Christ no 
fewer than one hundred of his fellow 
prisoners. And more wonderful still, a 
special prize was awarded to a little girl 
for having brought 418 new pupils to the 
Sunday school during a single year. 

Korea means “Morning Freshness,” and 
such was the “morning freshness” of the 
Korean Christians in the springtime of 
their spiritual life—World Dominion 
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FREE SAMPLES, AND AMAZING PLAN, GIV- 

ing you gorgeous Dress without penny cost. Rush 
name today with dress size. Harford, Dept. G-235, 
Cincinnati 25, Ohio. 


INDEXES 











AGENTS WANTED—[Cont'd] 


DO YOU NEED MONEY? $40.00 is yours for sell- 
ing only 50 boxes of our 300 Greeting Card line. 
And this can be done in a single day. Free samples. 
Other leading boxes on a eee J surprise items. 
Experience unnecessary. Free samples Personalized 
Stationery, Napkins. Write today. It costs you 
nothing to try. Cheerful Card Co., 432 White Plains, 
ew York, 
RAISE MONEY QUICKLY FOR YOURSELF, 
your club, your group. Experience unnecessary. 
Seil friends Greeting Cards, Gift Wrai pings, Gifts. 
Big profits. Bonus. uest Feature. All-Occasion as- 
sortments on approval, Free samples Name Im- 
printed Stationery, Napkins, Towels, Free Catalog, 
and Free Selling Guide. New ~~ Art Publishers, 
North Abington, 604-A, Mass 


BIBLE CHARTS 


BIBLE CHARTS FOR WALL OR STUDY—10 
Samples, $1.00. Edwin Newby, (2-5) 720 E. 
Walnut, Indianapolis, Ind. 


BIBLES 


SCOFIELL 5 --COMPLETE LINE INCLUDING 
new loose-leo{ edition. Write for literature, Fowlers’ 
Christian Bor i Store, 113 Main, Hamburg, New_ York. 


BIBLES REPAIRED 


REPAIRING AND REBINDING’ BIBLES A 
Specialty. 30 years experience. Internationally 
Known. Also New Scofields and others. The Original 
Bible Hospital, 1001 South Harwood St., Dallas 1, 
Texas. 
BIBLES REBOUND IN ATTRACTIVE LEATHER 
covers. High quality workmanship; reasonable 
prices. Write Chicago Bible Bindery, 118 S. Presi- 
dent, Wheaton, II 
BIBLES REPAIRED AND REBOUND, FLEXIBLE 
Leather Covers a Specialty. Also New Analytical, 
Scofield Oxford Bibles. Grace Whidden, 558 Rose 
Ave., Long Beach, Calif. 
OLD BIBLES REBOUND LIKE NEW. A PRICE, 
binding and style to meet every need. All types of 
binding, rebinding. _— for illustrated folder, prices. 
Norris Bookbi ., Greenwood, Miss. 















































WILSON’S TOPICAL AND TEXTUAL INDEX. 

Minister’s Simplified Filing System again available. 
Improved edition. Write Marantha Book Room. 
North Platte, Nebraska. 


LENDING LIBRARY 


LENDING LIBRARY. BOOKS BY MAIL. WRITE 

for information and sample copy of Christian 
Reader’s Review. Christian Reader’s Library, Veeders- 
burg, Indiana. 

















LOTS FOR SALE 
BUILD YOUR RETIREMENT 
home among born-again folks, Bible conference 
tabernacle, and Old people’s home in Ethel Beulah 
Park, 71st and 50th Avenue No., » St. _Petersburg, Fla. Fila. 


MAGAZINES | 


HOW TO HAVE REVIVAL IN YOUR LOCAL 
Church. Send stamp for copy of The Uplift. 
Read Charles H. Machintosh’s account of great 1859 

Revival. Harvey Miller, 2618 Ellsworth Ave., Erie, 
Penna. 

TRIAL OFFER: 
and “My Chum,” 





CHRISTIANS! 











“THE CHRISTIAN PARENT” 
both magazines $1.00 - three 
months. Daily devotions, expert advice, Christ-cen- 
tered articles, puzzles, comics. Either, $2.50 year. 
a awards,, group rates. Christian Education, 











Box M, Highland, Ill. 
MISCELLANEOUS 
WHEN IN NEED OF ROOFING OR INSULA- 


tion call Matthews Roofing Company, 3739-41 West 
North Avenue, Chicago, CApitol 7-1401. Eves, MErr 
7-1188. Time payments. All work guaranteed. Shingles, 
Asphalt and Gravel Roofing. All types of siding and 
insulation. 


MUSIC AND ‘COM POSITION 


GOSPEL SONG POEMS REVISED AND SET TO 

music. Your melodies harmonized and prepared for 
publication by composer of ‘‘Wonderful Grace of 
Jesus,”’ ‘‘It Is Glory Just To Walk With Him,” ‘‘How 
Can I Be Lonely,” and three thousand other songs. 
iy. gee Lillenas, 1633 Sinaloa Ave., Pasadena 
7, Calif. 














BOOKS ; 
NEW CATALOG USED RELIGIOUS BOOKS 
ready. Free on request. Baker Book House, Dept. 
MM, Grand Rapids 6, Michigan. 
THOUSANDS OF “HARD TO FIND” THEO- 
logical books and sets now in stock. Write for free 
catalog. Complete so purchased. Kregel’s Book- 
store, Grand Rapids 6, Mich. 
SELL YOUR RELIGIOUS BOOKS FOR CASH. 
Send us your list. We pay postage. Holtorf Book 
Store, 160 West Chicago Ave., Chicago 10, Ill. 
ORDER NOW. “LECTURES ON ACTS” BY WIL- 
liam Kelly. Our low price $3.75. Scripture Truth 
Book Co. 741 30th St. N.W., Roanoke, Va. 


CANDY MAKING 


MEN—WOMEN—“EVERYBODY LIKES CAN- 

dy.’’ Learn to make in a professional manner at 
home. (Our 40th year) R: le Candles, D2, East 
Orange, New Jersey. 


CHOIR GOWNS 


CHOIR— hen Gani ane fae cae GOWNS 
$5.00 up. From rental stock. Free catalogue mailed. 
Lindner, 183- MB West 33rd Street, New York City. 


DENTISTS 


DR. L. C. HIBBARD, as 4554 BROAD- 
way, Chicago. LO 1-438 









































CORRECT AND SINGABLE MUSIC FOR YOUR 

hymn-poem assures editorial consideration. Music 
composed, arranged, edited and printed. Folders free. 
Raymond Iden (MB), Mt. Vernon, Ohio. 


MUSICAL INSTRUMENTS 


ACCORDIONS, VIBRAHARPS, ~ GUITARS, SPE- 
cial price to Christians, 12 mo, to pay. Religious 

accordion music. Hawthorn’s Music Center, R.D. 1, 

Barberton, Ohio. 

TUNED COWBELLS, SLEIGHBELLS, CHORDED 
Cluster Bells, Choral Concert Glasses, 440 pitch, 

any range, pictures available. Evangelist Westphal, 

Michigan City, Indiana. 

















NON-RESIDENT INSTRUCTION © 


PIANO TUNING PAYS, LEARN THIS PROFIT- 

able pe at home. Our Tonometer and Me- 
chanical aids make oe easy. No music knowledge 
necessary. Diploma granted. Largest and oldest school 











—52nd year. G.I. Approved. Write for booklet. Niles 
Bryant School, 37 Bryant Bldg., Washington 16, D.C. 
STENOGRAPHERS — THOUSANDS NEEDED 


now. Learn Triplespeed NUABC Shorthand. Cate 
Selfstudy Club. Earn Course. Capital City College 
(40th Year), Washington 5S, D c. 


NURSES’ TRAINING SCHOOLS 


MAKE UP TO $45-$55 WEEK AS A TRAINED 
Practical Nurse! Learn quickly at home. Booklet 
free. Chicago School of Nursing, Dept. R-1, Chicago. 














FILMSLIDES, PROJECTION MATERIALS 
RECORDERS AND EQUIPMENT 
RECORDER TAPE—7” PLASTIC, $3.85 REEL; 

7” Paper or 5” Plastic. $2.45 reel, postpaid in 
U.S.A. Magnetic Recorder, 14400 Gramatan Ave., 
Cleveland 11, Ohio. 











FLORISTS 


WM. LANGE — FLORIST — MEMBER FLORIST 
Telegraph Delivery Association. Flowers telegraphed 
everywhere. 754 Fullerton Parkway, Chicago, IIl. 














Telephone LIncoln_9-1220; Lincoln 9-1221. 
FOR RENT 
SUNNY FLORIDA, EDGEBAY APARTMENT. 


Restful Deluxe waterfront efficiences. Private dock, 
bathing, fishing. Alfred Johnson, 7261 Bay Street, 
St. Petersburg Beach, Florida. 

ONE COMFORTABLE WARM ROOM FOR RENT, 
near college, for employed Christian gentleman. 
Address Owner, General Delivery, Wheaton, Illinois. 
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OBJECT LESSONS 


GOSPEL “OBJECT. “LESSONS AND VISUAL AIDS. 
Send 25c, receive one lesson and complete list of 
material. Charles Morrison, Nichols, N. Y. 
GOSPEL OBJECT TRICK TALKS. READY 
made paper tearing, magic, chemics. 200 titles. 
Her sample. Arnold Carl Westphal, Michigan City, 
ndiana. 








OFFERING ENVELOPES 


OFFERING ENVELOPES — “WASTELESS” OR 
dated. For churches, schools, societies. All kinds at 
Bargain Prices. Dufold & Trifold Company, Trenton 


» aN.J. 














OIL COLORING 


OIL COLORING PHOTOGRAPHS CAN BE A 

fascinating hobby or profitable sideline for those 
—_ be ig = talent. Learn at home. Easy simplified 
method. Send for free booklet. National Photo Color- 
ing ao 835 Diversey Parkway, Dept. 1811 
Chicago 14, Illinois. 





HIGHEST CASH PAID FOR OLD, BROKEN 
Jewelry, Gold Teeth, Watches, Silverware, Dia- 
monds, ig Free information. Satisfaction 
— Rose Smelting Company, 29-RB East 
fadison, Chicago. 








OPTOMETRISTS 


EYES CAREFULLY EXAMINED, GLASSES FIT- 
ted. Dr. Eric G. Tavs, Optometrist, 3508 West 
Fullerton Avenue, Chicago. Phone BElmont 5-5234 
for appointment. 
EYE GLASSES AND SUN GLASSES MADE FROM 
your prescription. Send us your broken glasses or 
prescription. Also, binoculars, telescopes, cameras, 
projectors, tape recorders, and Christian films. Extra 
special discounts to missionaries, pastors, and stu- 
dents. Christian owned company. Dr. Davey Optical 
Company, Box 608, Bemidji, Minnesota. 
EYES EXAMINED — GLASSES FITTED CON- 
tact Lenses—vision training. Dr. Andrew Leto. 
3205% North Cicero Avenue, Chicago 41. Phone: 
SPring 7-8356. 




















___ PASTORAL HELPS 


P ASTORING—20 LESSONS, MANY ACTIVITIES, 
$1.00. Edwin Newby (2-4) 720 E. Walnut, Indian- 
apolis, Ind. 











PHOTO FINISHING AND SUPPLIES 


16 PRINTS OR 8 JUMBOS FROM ROLL, 25c 
with this ad. _B. Skrudland, ee oe Wis. 
i683 ‘JU MBOS FROM ROLL 35c JUMBOS_ 25c, 
with this ad. Skrudland Photo, = Geneva, Wisc. 


ste PRINTING 


WE SPECIALIZE ON PRINTING FOR MINIS- 

ters, churches, religious schools and _ institutions. 
Submit your book, booklet, tract for estimate. Ask 
for free samples of Revival Folders for advertising 
meetings. The Gospel Minister, Westfield, Indiana. 


ADD DISTINCTION TO YOUR § AY 























SUNDAY PRO- 
gram with cover drawing or photo, plus Church 


Directory on back. Ready for ——— Sun- 
day Service. Samples, prices on uest. Jilton 
Printing Service, 11 Allen Street, ‘Wilton, Maine. 





1000 BUSINESS CARDS EMBOSSED $5.00 POST- 
age paid—Send Copy or for Samples—-Lyon, Print- 
ers, 420 Waite Ct., Long Beach 12, Calif. 











REGISTERED NURSES 


SEPTEMBER GRADUATES! ! WANTING A 
Change? Like to work in fine Christian hospital? 
Fully accredited 200-bed general hospital with nurs- 
ing school; 44-hour week; liberal personnel policies; 
opportunity attend university ; convenient residential 
location; excellent transportation. Director of Nurses, 
Lutheran Deaconess Hospital, 1138 N. Leavitt St., 
Chicago, Illinois. 








SALESWOMEN WANTED 
MAKE MONEY INTRODUCING WORLD'S 
cutest children’s dresses. Big selection adorable 
styles. Low prices. Complete display free. Rush name. 
Harford, Dept. G2341, Cincinnati 25, Ohio. ee 


SERMON HELPS 


HOMILETICS—20 LESSONS, 15 METHODS, $1.00. 
‘ _— Newby, (2-3) 720 E. Walnut, Indianapolis, 
nd. 














SHOPPING SERVICE 


PE Fee SHOPPING SERVICE: HAVE BIRTH- 

day and special occasion gifts mailed. Write for 
particulars. Hosiery, lingerie, blouses, etc. Marleen’s 
Apparel & Gifts, 4122 N. Greenview, Chicago 13, Ill. 











TRACTS 


FINE SAMPLE ASSORTMENT OF FAITH IN- 
spiring, Deeper Life and Salvation Tracts free. 
Victory Tract League, 18 S. Pack Sa., Asheville, N.C 
SOUND GOSPEL TRACTS ON “CONVERSION, 
Justification, Etc. Write for samples and prices. 
sags Ambassadors, Dept. M, 5557 W. Van Buren 
, Chicago 44, ill. i 
oBEE} “A UNIQUE YOUTH PROJECT”. SEND 
for ‘Easter Hospital Breakfast Tray Packet’ 
sample; mail postal card today. Rev. David Mor- 
tensen, 78 West Beverly, Pontiac, _Michigan. 


TYPEWRITERS, ADDRESSING MACHINES. 
AND SUPPLIES 


NEW PORTABLE TYPEWRITERS AS LOW AS 
$52.50. New DeLuxe Postcard Duplicator 





with 
automatic feed, adjustable for size and weight of card 
or paper, including supply kit $10.75. Extra quire of 
stencils $1.35. Standard and portable typewriters— 
new and rebuilt at special prices to Moody Monthly 
readers. The Typewriter Specialist, 5541 S. Ashland 
Ave., Chicago 36, Il. GRovehill 6-8100. 








WATCH REPAIRING 
FINE WATCH REPAIRING: WRIST WATCHES 
$4.00; Pocket $4.50; Chronograph $10.00. Prices 
include cleaning and adjusting. One year guarantee. 
Send watches by insured mail. Oakley Jewelry Shop, 
2312 W. Chicago Ave., Chicago, Ill. Tel. HU-6-4940. 
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America’s PRAISE 
BOOK of Hymns and 
Choruses 
Large Size—for Piano 
and Personal Use 

60c each 3 for $1.75 
Pocket Size — Favorite 
for Group Singing 

35c each 3 for $1.00 


Praise Book Publications, Dept. ¢ 
Mound, Minnesota 


or 
At Your Favorite Bookstore 


GREETING CARD AGENTS WANTED 
Born Again concern desires agents to sell the 
Fine Arts Line and others. Send for literature. 


T. A. COWPERTHWAITE 
P. O. Box 42 
HADDONFIELD, NEW JERSEY 
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REAL PANSY COASTERS 
Make Them at Home 
EASY — FUN 
PROFITABLE 
Now create new and 
truly different gift ar- 
ticles like the beautiful 
= pansy coaster shown— 
made by embedding real 
pansies in  Castolite 


the ‘‘magic’’ liquid cast- 

= ing plastic. With our 

. —_ simple step - by - step 
& NE ethod you can make 
hundreds of valuable articles, includ- 


ing smart costume jewelry, chic Hi- 
style buttons. colorful key tags, tie- 


clasps, cuff links, plaques, _ tiles, 
many other things. Send 25c for Big 
Castolite Creations Manual. FREE 
with Manual, inspiring New Home- 
Success Plan. Write: 

CASTOLITE CO., Dept. A-74, Woodstock, lil. 








Bible Charts in Blended Colors 
Made to your special order. Picture of some of my 
work sent upon request. 

Charts also for rent. Write 


R. E. WARNER 


219 lowa Ave., Muscatine, lowa 














Catalog and fine selections of 
sample materials on request. Fair 
Prices. Mention whether for Pulpit 
or Choir. 
DeMoulin Bros. & Co. 
1101 South 4th St. 
Greenville, Hil. 


No. 
Just published 
ORDER TODAY 
tnnccsitl Each Volume 
35¢ Postpaid 
The Rodeheaver Hall-Mack Co, 
109 Ninth St., Winona Lake, Ind. 


1151 E. Hyde Pk. Bivd., Inglewood, Cal. 
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The Fire and the Hearth (Continued from page 309) 


“Yes, Pastor, we’re still carrying on 
our family devotions” spoke a lovely voice 
over the phone. “They’re not progressing 
just as I’d hoped they would, though. But 
my husband does read every night to 
the children from the Bible storybook, 
and at least one of us prays each night. 
And—well come to think of it—things 
are progressing at that! We were given 
an eviction notice, and to the surprise of 
all my friends, I wasn’t the least con- 
cerned. We put it before the Lord at the 
family altar and simply waited. And do 
you know what? We just obtained a home 
right near the church, and we're going 
to be much more active now.” 


Can you blame me for letting my hand 
rest right where I’d set the receiver down 
and gazing moisty-eyed up into God’s 
presence where the flames of that family 
altar were glowing? 


One, Mr. Barleycorn, recently stepped 
out of the kingdom of alcoholic darkness 
and into the kingdom of the Son of God’s 
love. I immediately set the open Bible 
on his breakfast table and admonished 
the new-born brother and his wife to 
begin family devotions the next morning. 
Upon inquiring the next day, I found 
to my dismay that they had failed. Satan 
had slipped in with his subtlety and de- 
ceived the seeking pair. 


Again I strongly admonished them with 
“the word of God that effectually worketh 
also in them that believe.” Two days 
later, I telephoned again. 


“Oh, my,” answered Mrs. Barleycorn to 
my question as to their present welfare, 
“my man is reading the Bible right now 
instead of looking at television.” Above 
the scenes of the evening’s video offer- 
ings. I saw a light above the brightness 
of the sun, shining round me, and it came 
from Mr. Barleycorn’s Bible—the founda- 
tion stone of a brand-new family altar. 


Family altars aren’t fixed. Miss Pru- 
dence carried hers in her heart and 
handbag to college. Let me read you the 
post card she sent. 


“Dear Pastor, Charlie told me of the 
visitation our church had from the Lord 
last night. I just wanted to let you in 
on my answered prayer. In devotions that 
night, I had asked the Lord to send a 
revival to our church, but that it might 
come when I was there. Then I was con- 
victed that such a prayer wasn’t right, 
since it would be a couple of weeks be- 
fore I could get home—so added, ‘unless 
it’s Thy will to send it sooner.’ Praise 
the Lord! And may it continue until after 
my finals—and then some!” 

Yes, and Miss Prudence has seen it— 
the fire is burning, and then some! 

The “then some” includes that Wednes- 
day night when the overflow from the 
family altars came flooding upon us. 
There was a rather unusual time of quiet 
before anyone began to pray. It was not 
at all awkward, however, but very sweet. 
It was the hush that one feels when he 
is in the presence of God. Then some- 
one began to pray. It was very real. A 
young person followed with tears, ask- 
ing God for a pure heart and sincere 
motives. Then as each lifted his voice, 


the others lifted their hearts, praying 
in the Spirit. 


When the last one had prayed, it was 
a half-hour after closing time, and the 
pastor hadn’t taught a word. There was 
no need to teach that night. God had 
answered with fire. 


Then came that Sunday night—that 
never-to-be-forgotten Sunday night! The 
pastor had announced his subject that 
morning, but by evening time he could 
not preach it. Actually unprepared, the 
pastor arose that evening to preach. 
There were a few groping words, a crowd 
of patiently waiting people—a pause— 
and then, the Lord took over. 


It was no longer the time to talk—it 
was time to listen. And God spoke “ex- 
pressly” to each waiting heart. Sacred 
confidence will not permit the recording 
of God’s answer. Suffice it to say, cold 
hearts were melted, secret sins were re- 
vealed, and the sweet dew of tears had 
fallen as we parted, just an hour late. 


The following Sunday night was one 
of exceeding joy and great victory. At 
the close of the service, some twenty 
young people who had already given their 
lives for full-time service stood across 
the front of the church. To their ranks 
were added three dear young saints who 
right then laid down their wills on the 
altar of service. Then, white-faced and 
trembling, a young father, his wife and 
her mother came down the aisle. How the 
heavens must have rung! How the saints 
wept for joy as Christ received them, and 
the Holy Spirit stepped through their 
veil of tears into the citadel of their 
souls. 


And what’s more, any Saturday night 
that you chance to be in our neighbor- 
hood, if you look closely enough, you will 
see the lights of many candles—not wax 
candles, but clay candles, candles of the 
Lord, precious teen-age candles—sending 
forth their light into the sin-darkened 
homes under the very shadow of the 
church. And should you ask a guardian 
angel, “Whence came they, and from 
whence are their warm, delightful testi- 
monies?” the angelic answer would be, 
“from the fire and the hearth!” 


Yes, Satan still stands with his bucket 
of chilling water, and Christ Jesus the 
Lord continues ever faithful with His 
vessel of grace-giving oil; but God has 
changed John Bunyan’s painting for us 
here. Christian and Interpreter are no 
longer alone. The family is in the scene 
and are gathered around the fire and the 
hearth. 
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SOLID ICE FOR °52 


By William Petersen 


Resolutions are nothing more than good intentions, 


unless preparation is made for keeping them. 


scanned has read like this: A fel- 
low looks back on the old year and con- 
siders what a mess he has made of it. 
He decides to make some resolutions, 
but the author informs him he doesn’t 
know how to make New Year’s resolu- 
tions and will break every one by Febru- 
ary 1. Then the writer tosses in Tenny- 
son’s “Ring out the Old, Ring in the 
New” or some comparable ice-breaker, 
and comes forth with sample resolutions 
to be plagued by for 365 days. But the 
author admits since no two people are 
alike, it might be better if the reader 
makes them up for himself. 

And that’s the end of it. 

Funny, isn’t it, how futile mere resolu- 
tions are? Something like trying to 
skate on that pond out in back right 
after a big thaw. When you skate into 
the middle and chisel some fancy figure 
in the ice for the benefit of the girl on 
the sidelines, you hear a menacing crack. 
Scared, you lose your balance; your feet 
go up, you go down, and the ice opens its 
frigid portals for your entrance. It’s 
chilling and embarrassing, especially with 
the girl running up the hillside howling 
in shrieks of laughter. And it’s just like 
most New Year’s resolutions made with 
the best of intentions. 

Perhaps you're an excellent skater, but 
preparation had not been made for the 
unexpected. Even Dick Button, champ 
figure cutter, can’t skate on lukewarm 
water. 


pw New Year’s article you've ever 


+ GettiInc down to brass tacks, this is 
what I mean by preparation: 

Suppose Susie Gluttz makes a nasty 
remark about you next May 17. All the 


368 


New Year’s resolutions in the world 
won't give you a pleasant smile for your 
response. But a bit of proper preparation 
will. 

Or next fall in football practice as you 
plow through the line, Sam Katzenjam- 
mer socks you in the jaw. Do you think 
your resolutions will force you to stop on 
the line of scrimmage and invite him to 
your Bible club? Resolutions are good 
only if preparation is made first. 

Speaking of preparation, let’s see how 
you could get that hazardous skating 
pond back into shape. Over there are 
some obvious things: weeds, sticking 
right through the ice. You can be sure 
skating is treacherous in those places; so 
pull up those weeds. 

Similarly the first step in getting your 
life ready for 1952 is the yanking of the 
obvious weeds. Open yourself up to God 
and let Him pull. It’s silly to make reso- 
lutions until all known barriers between 
you and God have been cleared away. If 
you want your life to be improved, your 
ice to be strengthened, you must first 
show your willingness to let everything 
go but God. 

James in his epistle writes of a double- 
minded man being unstable; his solution 
is laying aside or pulling the weeds out 
by the roots. One translation starts 
James 1:21 as “Clear away all the foul 
rank growth of malice,” and iater classi- 
fies other weeds as bitter jealousy and 
rivalry. 

Sure they are simple things; yet they 
must be cleared. Ice is thin where weeds 
are thick. How can you expect your res- 
olutions not to be smashed if you are not 
willing to chop out the unclean growths? 


+ Next comes the most vital part of 
your preparation—your relationship to 
God. Whatever New Year’s resolution 
you have in mind, the best preparation is 
to know God better. Paul thought so, 
for in Philippians he voices his desire, 
“That I may know Him.” Moses, with 
the brightness of God’s glory on his face, 
cried, “That I may know Thee.” 

This knowledge comes not by a mere 
acquaintance, a casual introduction and 
occasional meetings at Christmas and 
Easter or even every Sunday, but by a 
perpetual intimacy day after day. It 
comes from a continual speaking to Him 
in prayer and letting Him speak to you 
through His Word. It comes from hav- 
ing an open heart to drink in His sug- 
gestions for your life, so that He may 
shape it according to His will. 

It’s common sense, too. If you your- 
self don’t know what’s ahead in ’52, it’s 
smart to know Someone who does. To 
those who stand uncertainly on the 
threshold of a new year, there can be no 
greater comfort than in knowing the 
truth of the old hymn: 

“Eternity with all its years 

Stands present in Thy view; 
To Thee there’s nothing old appears, 
Great God, there’s nothing new.” 

Yet beginning the new year with a 
right relationship to God is not enough. 
That relationship must be maintained 
and strengthened by looking into God’s 
face each morning and asking Him for 
guidance throughout the day. 

Old-timers quote, “Eternal vigilance is 
the price of success.” At one time all of 
the ten virgins were ready to meet the 
bridegroom, just as prepared as anyone 

{Continued on page 372] 
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How Jack Found tis Corner 


By JIM MONTGOMERY 


OU probably know a fellow like Jack Larsen. Maybe he is in 
your group at church, or he might be you. Like all other high 
school fellows and girls, Jack has come to the place where he must 
make some decision about his life’s work. And, like most young 
people that age, he is not quite sure what he wants to do. He is 
undecided as to what college he should attend, or whether he should 
even go to college. He is confused, and yet he feels that he must 
make a decision so he can get the proper training in high school. 
Fortunately for Jack, there are many things that can be done to 
greatly lessen the possibilities of his making a wrong move, and you 
can help him .. . here’s how: 


+ First, let us try to discover what field of work Jack is best suited 
for. Remember, he has distinct talents and abilities, and his hap- 
piness and success will depend tc some extent on whether his ability 
is synchronized with his work. How can we know his ability? There 
are three basic approaches to the problem—his interests, his apti- 
tudes, and his personality. 

Jack’s interests will help considerably in discovering his abilities. 
For instance, there is the story of a fellow who made application 
for entrance in a Christian college a few years ago. He was a con- 
secrated Christian and he felt that he should go into the ministry. 
His parents and pastor agreed with him. 

As it turned out, however, he never did get into the college or into 
the ministry. And it is probably a good thing that he didn’t. His 
1.Q. was much lower than the average for those in the ministry, and 
he hated to read. On the other hand, he loved mechanical things 
and was always working on cars and motors. He undoubtedly would 
have been miserable in the ministry, but very successful in a ma- 
chine shop. 

Jack must be encouraged to determine his interests for himself, 
yet there is danger of his “thinking with his feelings” as so many 
young people do. Often teen-age fellows “feel” that they would 
like to be engineers because their fathers are engineers, because engi- 
neers are paid well, because engineers are respected by society or for 
other such reasons. But if they are never seen taking clocks apart 
or tinkering with mechanical gadgets, their real interests are prob- 
ably far from the engineering field. 

You can fairly well figure that the things that a fellow does in 
his spare time are a guide to his real interests. No one uses his 
spare time to do things he does not like to do. Extracurricular 
activities participated in and enjoyed are also an indication of his 
interests. Hobbies give a big clue. In fact, a college recently made 
a follow-up study for ten years of several hundred of its graduates. 
It found that those who had been most stable in their occupational 
choices were those who had an occupation similar to the hobbies 
they had engaged in during their childhood or youth. 


+ But determining Jack’s interest does not give the complete pic- 
ture. It is also important to find his aptitudes or skills. It might 
be that he does not have the ability to do the thing that interests 
him most. There is the example of the girl who wanted to get into 
nurses’ training after graduation from high school. Her parents 
wanted her to go to college instead, and insisted that she take some 
vocational tests. She did and scored low in nursing. She concluded 
that the test must be wrong, for she knew that she wanted to be a 
nurse. The vocational counselor suggested that she get some expe- 
rience as a nurses’ aid in order to get a closer look at nursing. After 
seeing nurses in action, nursing soon became very distasteful to her, 
and she later said it was the last thing she would want to do. Now 
she is happily engaged in college work. 

Some background information, such as the high school courses in 
which highest grades were made and the extracurricular activities 
participated in with some success, will also help in checking aptitude. 


+ Tue third consideration is Jack’s personality. Again tests can be 
made in most high schools that would show how he compares with 
other high school fellows in various personality traits, such as socia- 
bility, self-confidence, emotional stability, dominance and so on. 
Background experiences must be considered here also. Has he 
worked well with his friends? Has he held many offices in school 
and church? Has he worked well under people? Answers to those 
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The world is full of ‘‘Jacks’’ 
... young fellows who 

are perplexed, 

unsure of their futures. 





369 











IT HAPPENED LIKE THIS .. . 


T was rough on my brother, Dad and me. We had to do the cooking, 

cleaning, washing, mending and all the things that Mom had done. 
We didn’t appreciate her until we lost her. 

Dad carried most of the burden—he had to get up early and do house- 
work before he went to work, and we had our duties before we went to 
high school. Dad would always have to go to’ bed early so he’d get 
enough rest. He did the best he could and even a little more, but it left 
my brother and me pretty much on our own.. 

Considering everything, my first three years in high school were 
straight. I didn’t drink or smoke and I studied hard. I played football, 
basketball and baseball and it was fun, but I kept my eyes on the fellows 
who did the things I didn’t. They seemed to have a great time running 
around all hours of the night and they had more girl friends. So I 
started to run around with them and do the things they did. My grades 
fell off and I wasn’t as efficient in sports, but I thought I was having fun. 

Right after graduation, I enlisted in the Navy. I wasn’t in very long. 
My wild life caught up with me and I was sent to the hospital at Great 


Lakes with tuberculosis. 
discharged and sent home. 


again, only this time it was worse. 





and Saviour. 


open their lives to Him. 


people? 
or returned. 


Street, Chicago 10, Ill. 
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After being there six months I was honorably 


! Instead of taking care of myself at home, I began running around 

In another year I was back in the 
hospital with only a slim chance to recover. 
of Michigan Hospital for an operation, which was my last chance. 
spared my life and in a short time I was led to see Him as my Lord 


I know that my close brush with death was in a way a blessing. 
had not been taken sick and put in the hospital, I would probably never 
have accepted Jesus Christ and never would have found real happiness. 

The first part of my life I am utterly ashamed of, but I feel that if 
others read about it and see how much happier I am now, they too might 
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questions will show whether Jack is best 
fitted to work in an executive type of job 
or in other jobs where he would work 
with or under others. When this infor- 
mation about his personality is gathered, 
it can also be used to show Jack how to 
improve his personality. 

After these three considerations have 
been studied and it seems as if Jack has 
discovered his field, what then? If Jack’s 
attitude throughout has been one of de- 
siring the wil) of God, he can be confi- 
dent that God will lead him in the direc- 
tion of his ability and talents. 

But discovering Jack’s field and ability 
is just the beginning. The world is full 
of Christians who have ability and know 
their field, but who have failed in using 
what God has given them. Such things 
as opportunities, practical experience and 
place of training must be considered. 

Opportunities and needs for Jack’s 
ability may be discovered by reading 
available information, by conferences 
with older men in the field and in other 
similar ways. Jack should do everything 
possible to find where his particular tal- 
ents are needed most. 


+ DerTermIninc what further training is 
necessary is the next step. Obviously, 
some fields will require college and even 
graduate work while others will not. A 
few years back two brothers enrolled in 
the University of Chicago. Apparently, 
they applied themselves in their studies, 
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but somehow they just couldn’t make out. 
They finally managed to get into a fra- 
ternity, but after six weeks they were 
flunking in most of their courses and the 
frat kicked them out. They studied very 
hard the next few weeks and managed 
to talk their way back into the frat. 
However, by the end of the twelve-week 
period they were failing again. 

The school threatened to drop them. 
The frat did. Somehow, they managed 
to get good enough grades to stay in 
school, but they were miserable in col- 
lege. By the end of the year they had 
failed more classes than they had passed, 
and finally gave up the idea of going to 
college. 

Soon afterward they started to work in 
a soft drink company a§ truck drivers, 
and they are now at the head of the 
business. This is not the story of two 
boys who just didn’t amount to anything, 
but rather of two boys who were mis- 
directed into going to college when they 
were not really suited for it. 

But if it is decided that Jack’s vocation 
will require further training, it is then 
important that he get into the right 
school. That means the school that will 
not only give the best academic prepara- 
tion, but also the best spiritual and social 
or personality preparation. 

Every Christian should not necessarily 
go to a Christian college. If one has a 
good grounding in the faith it may be 

[Continued on page 372] 


Lets Gace Ht 


By ANNE CHILDS HUMMEL 





Anne Childs Hummel is a new by-line 
to YoutH SupPLEMENT readers. Starting 
this month she follows Lois Troutman as 
editor of this column. Mrs. Troutman did 
a keen job and we’re sorry to lose her to 
her more pressing duties. But we want 
you to get to know our now writer, and 
the best way is to ask questions. Fire 
away! Won’t you? 


I've been faced with a puzzling situation 
recently. A man who seemingly is a real 
servant of the Lord—he preaches the gospel, 
wins souls, etc.—has turned out to have feet 
of clay. He maneuvers, plays politics, uses 
any means to gain his ends, is not honest, does 
not keep confidences. This is not hearsay— 
| know it is true. But it doesn't add up. I'm 
a fairly new Christian. | am shocked to find 
this among God's people. What is the answer? 
How do we account for it?—L.N., Texas 


This is a question which puzzles many 
Christians and for which there is no easy 
answer. Why does God use some men in 
His service when there is evident incon- 
sistency in their character and conduct? 
We see this same problem when we look 
at certain Old Testament characters. 
How can we explain Abraham who, al- 
though termed “the friend of God,” twice 
lied, calling Sarah his sister in order to 
protect himself (Gen. 12:13; 20:2) ? Basic 
in the life of Abraham, and any other 
man who is used of God, is an underly- 
ing love for God and fidelity to His Word, 
which apparently outweighs certain un- 
desirable characteristic. While this is 
true, however, it is certain that such a 
person could be used by God to a much 
greater extent if these weaknesses were 
not there. 

The tendency today is to attribute soul- 
winning to man, whereas it is essentially 
the work of the Holy Spirit. It is God’s 
desire that all men should come to a 
knowledge of Himself. To this end He 
uses frail instruments in His service, not 
that the instrument may be glorified, but 
that His purposes may be accomplished. 
The fact that a man is used by God in 
evangelism is not necessarily a blanket 
commendation of all his actions and 
methods. 

As individual Christians, we must place 
our confidence in the Lord Himself. Any 
confidence we place in men may ulti- 
mately lead to disillusionment. It is our 
responsibility, by study of the Bible and 
daily fellowship with our Lord, to discern 
the traits of character and practice of 
life that He desires in us. 





What | Want... . Encouraging 


I am a new subscriber to Moopy 
MONTHLY, and while I enjoy the whole 
magazine, I especially .appreciate the 
YoutH SupPLEMENT. The articles, “What 
I Want in a Man” and “What I Want in 
a Girl,” gave me a real thrill, for in these 
days it is rare to find young people look- 
ing for the “real” things. I want the 
fellow and girl who wrote those articles 
to know what an encouragement they 
were to our whole family. 

Eagle Springs, N.C. ELIZABETH WHITLEY 
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You 
Must 
Have 
Fun! 


ow much fun have you been having 

with your young people lately? Per- 
haps you will think this a frivolous and 
unnecessary question, but your answer 
to it may mean the difference between 
the success or failure of your work 
among the teen-agers in your church and 
community. 


If your church already has a social 
program, you might check to see how 
well it fulfills each of these requirements, 
and how it might be improved. Many 
churches employ full-time directors for 
their youth activities. If your church is 
not one of these, your job is even more 
important in arranging and supervising 
suitable activity. 


We know of one church without a paid 
youth director where a young couple 
have organized a social program, with 
some kind of activity every week, and 
with the help of other couples they are 
able to share the responsibility enough 
so that the burden of entertaining and 
sponsoring the activities does not fall 
entirely on any one or two people. While 
one couple opens their home to the 
crowd, another couple arranges for the 
evening’s entertainment. Of course one 
certain person must be in charge of 
scheduling and co-ordinating such activ- 
ities, and since that somebody is prob- 
ably you, we-have a few ideas to pass 
along that may help. 


Your activities will, of course, vary 
according to the age group, its size, the 
interests of your young people, and the 
part of the country you hail from. If 
your group is small, though, you might 
consider going together once a month 
with other churches on things. There’s 
value anyway in getting your youngsters 
to meet those in other gospel-loving 
churches, to share their fellowship and 
activities, 


January, 1952 


LS and ESTHER HOWARD 





Live-wire social affairs are things no 


young people's group can do without 


Try These in Your Group 


Now here are some specific ideas for 
activities: 

A bunking party. In some places these 
are called “slumber parties.” They afford 
good opportunity for a girl leader to 
spend time with a group of girls and will 
often lead to worthwhile discussions of 
the Bible and times for prayer. The 
masculine counterpart of a slumber party 
is an overnight camping trip, which too 
may give a leader a good chance to talk 
informally about the Lord to a group of 
boys. 

A breakfast party. Just for a change, 
why not try an outdoor breakfast, espe- 
cially at the end of a bicycle ride? Most 
youngsters like the come-as-you-are type 
of affair, rather than dress-up occasions, 
and this gives you a good chance to do 
something different that they will like. 

A progressive dinner. Each course of 
the dinner is served at a different home, 
a car’s hop away or, in a small town, 
within walking distance. A bit of a 
party at the last house can wind up the 
evening. 

Excursions. If you live in the country 
where there are historic spots worth vis- 
iting, or mountains to climb, lakes and 
rivers to see, plan an all-day trip with 
your. crowd. Just spending the day to- 
gether, going to see something, is a valu- 
able help in getting to know your crowd 
and letting them get to know you. 

Banquets. Once a year, your crowd 
(especially the girls) will enjoy a dress- 
up banquet, preferably in the spring. 
You could time this to honor your gradu- 
ating seniors, and arrange a deluxe pro- 
gram with music, short speeches, and all. 

Gym night. Arrange to use the school 
gym some night and have active games 
available for everyone (basketball, shuf- 
fleboard, ping-pong, badminton, etc.), 
moving the crowd from one game to an- 


other so that everyone has a chance to 
play three or more different games. 

Parties. If you get variety into your 
activities it won’t be necessary to stage 
the usual type of party too often, and 
when the time does come for them you 
can go all-out to make them unforget- 
table occasions. You can find books in 
the city library that will help you, but 
here are a few brief suggestions: 


Some Party Principles 


Don’t mind a little noise. Youngsters 
like noise and there’s nothing wrong with 
it in the right place and at the right 
time, so long as it doesn’t get out of hand 
and degenerate into downright rowdi- 
ness. Usually the amount of noise is a 
barometer indicating how much fun your 
crowd is having. 

Getting your party started is the hard- 
est part. If you can get them to the 
place of the party all at once it will help. 
Then be sure that your first two games 
really go over. (Use the ones you know 
are sure-fire!) 

Keep things moving. Don’t let the 
party drag. The minute a game drags 
call it off and start another. One way 
to keep the party alive is to plan some 
“interruptions” timed to intersperse your 
other activities: (For example: Have 
someone posing as a delivery boy come 
through with a three-inch pine tree in a 
flower pot trying to find Mrs. Murga- 
troyd. Five minutes later he comes in 
again and the tree is a foot tall. The 
third time it is three feet tall, and the 
last time it is so big he can scarcely get 
through the door, while he insistently 
calls for Mrs. Murgatroyd. Again, have 
someone dressed up as a charwoman 
come through off and on with mop and 
bucket, wearing an absolute deadpan ex- 
pression on her pasty face. You can 
think up a dozen such ideas and time 
them to keep interrupting your party. 
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These will give the party a two-fisted 
punch.) 

Plan the closing. If possible (though 
it isn’t absolutely necessary on every 
occasion) end on a spiritual note, either 
with a time of singing and a short de- 
votional message or a personal testimony 
from some on-the-ball .Christian. There 
is no reason why a party and a devo- 
tional time should be thought antago- 
nistic te one another. Even a very lively, 
noisy party can lead into a wonderful 
time of meditation on the Lord and His 
salvation if you have prayed for it and 
planned it that way. 


More Party Ideas 
Have you ever tried this kind of party? 
1. Divide your group into teams, giv- 
ing them school names (such as Sub 
Normal, I O U. and so on), making them 
elect a president and cheerleaders, make 
up a school yell and song, and then run 


all the evening’s activities on a com- 
petitive basis. Best yell, best song, and 
winners in each relay event get points 
for that team, and there’s a big prize at 
the end of the party. 

2. Use the old Truth or Consequences 
technique to get different ones to par- 
ticipate. This takes a good master of 


ceremonies and a dozen or more well- © 


planned “consequences” such as you can 
hear on radio programs. 

3. Try a haunted house party some 
time. Have the crowd meet at a central 
spot in town, take them out in trucks by 
a round-about way, lead them through 
the woods on a rope and into your 
“haunted house” which has already been 
arranged with chamber of horrors. 

Well, that’s all there is time for this 
month. But from time to time as you 
want them, we'll pass along other ideas. 
In the meantime we wish for you and 
your young people a richly rewarding 








Why Fun Fits In 


LL adolescents are caught between two worlds—the old familiar world 

of childhood, and the new, mysterious, inviting world of adulthood. 

Psychologists tell us that many of the problems of adolescents arise from 

their attempts at being grown-ups when they aren’t yet actually grown up. 

They make a stab at it, then turn, with perplexing unpredictability, to 

scamper back to the old familiar ways of childhood, only to turn again and 
make another try at being grown up. 

Fun in social affairs makes a wonderful bridge connecting the two worlds 
of childhood and adulthood. Over it the teen-ager may more easily make 
his journey from the world of carefree play to the world of responsibility 
and problems. A young people’s leader needs to understand this and give 
social activities their proper place. 

Don’t expect every one in your church to understand. There will always 
be a minority who don’t think a Christian should have any “fun” at all, 
because there will always be a minority who don’t know anything about 
young people. Don’t let them influence you. 

The problem of how to use leisure time and what social activities to en- 
gage in are pressing ones to teen-agers. To you, leisure time may not even 
exist, and you might easily bury your head in the sand and treat teen-agers 
as adults. reprimanding them for even having spare time they don’t know 
what to do with. Or you might feel that all social activities should be ruled 
out, and that youngsters should assume the responsibilities of adulthood 
right now and’ rule out any play whatever. Either attitude is unrealistic. 
There are many reasons why young people need social activities and why 
you must join in them as their leader. Here are a few: 

1. Young people need social activities as a constructive outlet for their 
energies. A certain amount of physical and social activity is essential to 
their normal, healthy development. They need them as a way to use their 
leisure time to good advantage. Better to plan their leisure time for them 
than not. for there’s no telling what they’ll do or where they’ll go if you 
don’t take the lead. They need social activities in order to develop a normal 
and satisfactory relationship to those of the opposite sex. This business of 
growing up is a many-sided matter—physical, intellectual, and emotional 
as well—and every phase of a boy’s or girl’s life needs attention. 

2. You need to enter into these activities with the youngsters in order to 
acquire a better understanding of them and to find out what they really 
are. The more you do with them the better you'll get to know them and be 
able to help them. Then, too, they need to know that your interest in 
them extends to every interest of their lives, and that you are not just in- 
terested in them as persons who can fill a chair in your Sunday evening 
meetings. 

3. Besides that, they need to know that the Christian life is an attractive 
one, a round-the-week practical life that includes fun and play as well as 
meetings and worship. They need to see you as a leader who has the right 
attitude on this important matter—one who can play when it’s time to 
play, and be serious and down-to-business when it’s time for that. Your 
own example will develop their attitudes along similar lines. 

4. Finally, you need to go along with your young people in social activities 
in order to attract newcomers to your group and to meet them there. This 
phase of activity may be a strong drawing card that gets young people into 
your other activities and eventually leads them to the Lord. 
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social program. May it help you in win- 
ning the confidence of your kids, and 
provide for them wholesome activities 
that will show them naturalness of a 
well-rounded Christian life, and point 
them always to the Saviour who came to 
give life and that more abundantly. 





Solid Ice for °52 
[Continued from page 368] 


to keep a resolution for the first week of 
1952. But only those five virgins with a 
supply of oil for their lamps were pre- 
pared when the bridegroom came. 


+ James instructs, “Be ye doers of 
the word, and not hearers only.” This 
does not mean just in big opportunities 
that affect your main resolutions, but in 
every task of life; for by being victor in 
the small things, you learn to become 
victorious in the large. There is no rea- 
son for delay. Unaware of when the 
crucial battle is to be waged, you must 
begin preparation now. 

A young college grad, serving in his 
first year as railway division superintend- 
ent, requested in August three snow- 
plows to be furnished as soon as possible. 
The officers laughed. “Why?” they asked. 

The young man replied, “I want to be 
prepared.” 

Another laugh from the officers was 
their refusal. Yet during that winter 
heavy snows blocked the tracks and the 
company lost heavily because it was un- 
able to keep the tracks open. 

You hardly know what to expéct from 
1952—a war year, leap year, election 
year, all rolled into one. You'll have 
quick decisions for which there must be 
preparation. You’ll have opportunities 
that demand a solid foundation of plan- 
ning. Yes, it may even be the year of 
Christ’s return, and the question will not 
come, “Have you resolved?” but “Are you 
prepared?” 





How Jack Found His Corner 
{Continued from: page 370] 
wise for him to go to a secular school. 
There is the case of a student who was 
attending a Christian college and was 
majoring in elementary school adminis- 
tration. He was not getting all that he 
needed, but he hated to leave the school 
because he loved the spiritual and social 
life. But at the suggestion of his coun- 
selor he went to a state school where 
they had a good department in his field. 
He recently wrote a letter to the coun- 
selor, saying he was thrilled with the work 
at the college. He was getting the train- 
ing he needed and was developing spirit- 
ually because he realized his necessity 
for a closer walk with the Lord in order 
to witness properly to those around him. 
In making these big decisions it would 
certainly be fatal for Jack to rely merely 
on these tests and forget the Lord and 
His will. But neither should he simply 
pray and then lie back and hope that the 
Lord will in some way make a revelation 
to him. In Psalm 37:5, 6 the Lord says 
that He will enlighten our judgment if 
we commit our way unto Him. He'll 
work through the judgment He has given 
Jack ... let Jack use it thoughtfully, 
prayerfully, submissively, that he might 
be a better servant to His Lord. 
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... the tree is known by its fruit’’ 


This bit of Scripture might be applied fittingly to many fields of endeavor— 
but especially to education. And why? Because a school is known largely by its 


fruit—those men and women it trains and graduates year by year. 


Founded almost a century ago, Wheaton College has remained steadfastly true 
to its historic motto, “For Christ and His Kingdom.” Today its alumni are found 
in positions of leadership in business, the professions, vocations, as well as in 


every sphere of Christian service. 


Much of the credit for the fine record of Wheaton graduates can be attributed 

to a devoted, Christian faculty, personally interested in the intellectual and 
spiritual development of every student. Members of the Wheaton teaching staff 
are well-qualified for their respective positions, both academically and spiritually. 


The fruit of their labors is evidence that spiritual nurture goes hand-in-hand 


with academic excellence, giving the student a mighty anchor, an unshakable 


faith in Christ. 


Still another factor merits recognition. Down through the years many 
individuals, fully in accord with the ideals and objectives of the 

College, have invested in Wheaton Annuities, making possible the steady 
growth and development of our educational program. Together with these, 
we invite you to share through this Annuity 
Program in the fruit-bearing of this tree. 


Write for illustrated booklet, Pleasant Tomorrows, 
giving full Annuity details. Address Room M12. 
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Gaining a thorough knowledge of the Word and how to use it is the most 
important part of this three-year course. You become grounded in 
the English Bible and Christian theology . . . study the New Testa- 
ment in its original Greek . . . learn how to prepare and deliver 
sermons . . . receive training in the many other subjects which 
prepare a man for the ministry. 

Practical Christian work gives future pastors valuable experience. 
Their assignments include superintending and teaching Sunday 
schools, conducting teacher-training classes and prayer meetings, 
working in young people’s clubs, and doing house-to-house visitation. 


Moody’s 40,000-volume library, which includes rare and priceless 
works, provides pastoral students with extensive research facilities. 


Get a Bible-centered pastoral 
preparation! Write today for a 
catalog and picture book. 
the ministry, men from many different groups are educated at the 


amy head Institute. All over the United States, hundreds of churches of almost 


Office of Admissions, A 2 ¢ 
Room 229 every denomination are experiencing the rich blessing of God today 
through the ministry of men prepared in Moody’s Pastors Course. 


Although various denominations have their own requirements for 
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